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Bell, A. G., Memorial to, 347 

Bermondsey solarium, 301 

Birmingham, Telephone headquarters 
in, 166; Alterations to showrooms 
at, 370; Industrial physics confer- 
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port, 429, 477 

British engineers abroad, by Sir 
Alfred Chatterton, 313, 319 

British Industrial Solvents’ works at 
Hull, Electrical applications at 
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cal terms, 40 

British Standards Institution annual 
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conduit, 637; Plugs for bells and 
telephones, 673; Handbook, 342 


— 
| 
y in 
8, 657 
gear, 
tur- 
ge iu 
ment 
19 
and = 
“a > 
ners H 
lit y i 
ing | 
om 
mer : 
of 
the : 
on. 
ind 
841, 885 : 
ich 
on, 
in Al 
in 
42 


w 


British Thomson-Houston Co,: Pro- 
gress in 1936, 22; Fire at works, 
371; Visit to works, 464 

Broadcast receiver ‘performance, 


Broadcasting at Daventry, Empire, 
542 


transmission and tele- 

vision, Modern developments in 
radio, by Sir Noel Ashbridge, 
319 

Bromborough power 
the grid, 355 

Brook Motors, Booklet on the com- 
pany’s history, 440 

Brown Bros. Coronation bonus, 592 

Bruce Peebles & Co.’s progress in 
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Building Exhibition, Science and, 

Building trades, Activity in the, 665 

Bulgarian tariff modification, 265 

Bull Motors’ progress in 1936, 23 

Bury showrooms, 63, 107 

Bus-bars, Heavy tubular, 300 

Business side of contracting, by 
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CABLE, Defective mine, 34; New 

——— for high voltages, by 
A. N, Arman, 396, 432; Nitrogen- 

for the grid, 504; 
New Norwegian Wessel,” 527; 
Special television, 889 

Cable factory in South Africa, 108; 

in Durham, 591 

Cable laying, Submarine, 864 : 

Cable-making industry, Wages in 
the, 143 369, 478, 666, 809, 972 

Uable telephony, Carrier, by Col. 
A. S. Angwin and R. A. Mack, 
586, 622 
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Prof. R. O. Kapp, 324; Bridge 
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Canada, Japanese lamps in, 63; 
Electricity in, 68; New hydro- 
electric works in, 111; Trade 
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A. S. Angwin and R. A. Mack, 


586, 62' 
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sions of selected stations of the, 
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465 
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Ceylon, Hydro-electric plant at tea 
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ports ‘of, 700; Customs tariff in, 
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wringer, 926 

Chemical industries, Electrical and, 
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Chemical processes, Copper for, 34 

Chemical works, Large, 387 

Chichester, Load development at, 
632 

China, Electricity supply in, 511; 
Trolley-bus system for Canton, 
591; High-voltage laboratory in, 
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China to-day, by Prof. C. A. Middle- 
ton Smith, 41, 47 

Chiswick, Making refrigerators at, 
438; New electricity showrooms 


for, 548 
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display van, 369 
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Floodlighting St. Pancras, 768 

Church lighting, 666 
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143, 215; All-electric Gaumont, 
289, 406; Home, 918 

Cinemas, Radio relay in, 20; Safety 
lighting in, 875 

Cinematograph Exhibitors’ Associa- 
tion conference, 954 

Cinematography, X-rays and, 70 
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Energy,’ 763 

Circuit-breaker testing, 349, 935 

Circuit protection, Motor, by J. O. 
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Ciro’s Club modernised, 405 
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Aktiebolaget Elektrolux, 677 

Allen, Edgar, & Co., 981 

Anchor Cable Co., 945 

Anglo-American Telegraph Co., 189 

Anglo-Argentine Tramways Co., 821 

Anglo-Portuguese Telephone Co., 
525, 561, 601 

Aron Electricity Meter, 945 

Associated Electrical Industries, 
525, 559 
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Associated Equipment Co., 749 

Associated Utilities, 309 

Atlas Electric & General Trust, 641 

Automatic Telephone & Electric 
Co., 525, 560 

Babcock & Wilcox, 641, 676 

Bath Electric Tramways, 189 

Benham « Sons, 
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B.E. Electricity Supply Co., 909 

Bird, S., & Sons, 641 

Birkdale District Electric Supply 
Co., 677 

Bolton, T., & Sons, 73 

Bournemouth & Poole Electricity 
Supply Co., 381, 452, 488 

— Traction, Light & Power 

785 

& District 
Supply & Traction Co., 

Brilliant Signs, 345 

Bristol Tramways & Carriage Co., 
309, 345, 380 

British Aluminium Co., 489, 561 

British Columbia Power Corpora- 
tion, 417 

British ‘Electrie Traction Co., 909, 
981 


British Engine Boiler & Electrical 
Insurance Co., 677 

British Insulated Cables, 452, 525, 
559 


British Lead Mills, 117 

British Oxygen Co., 225, 873 

British Power & Light Corporation, 
417, = 524 

British Sangamo Co., 37, 417, 453 

British The rmostat Co., 601 

British Thomson-Houston Co., 453, 
524 


Broadcasting Relay Service, 785, 873 

Brown Bros., 417, 488 

Bruce Peebles & Co., 749, 909 

Burco, 641 

Cable & Wireless, 713 
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640, 713, 821 

Cables Investment Trust, 381 
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tion, 601, 712, 

Caleutta 713, 785 
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Co., 821, 908, 944 

Cambridge Electric Supply Co., 601 
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tion, 641. 749, 785 

Chislehurst Electric Supply Co., 417 
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909, 980 
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(1904), 189, 273 
City of go oo Lighting 


Co., 73, $45, 
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Cole, E. 749, 784, 820 
Comnania Hispano-Americana de 
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37, 117, 153, 273, 561 
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gister, 641. 677. 713 
Consolidated Signal Co., 273, 309 
County of London Electric Supply 
Co., 309, 416. 451. 909, 945 
Crabtree. Electrical Industries, 345, 
81 
"Electric Cable Co., 713, 
49 


Crompton, Parkinson, 873 

De la Rue. Thomas. & Co.. 981 

Delhi — Supply & Traction 
Co., 
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tion, 273, 749, 785, 872 
Electric Construction Co., 909, 945 
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Electric & General Investment Co., 
945, 981 
Electric Supply Corporation, 601, 
640 


Electrical Distribution of York- 
shire, 309, 380, 417 
Electrical Finance & Securities Co., 


Blectrie al Switchgear & Associated 
Manufacturers, 345, 417, 453 

Electrolux Corporation. 309, 749 

Electrolytic Zinc Co. of Australasia, 


117 
Enfield Cable Works, 381, 452 
Enfield Rolling Mills, 945 
English Electric Co., 308, 344 
Ensign Lamps, 713 
Ericsson Telephones, 453, 489, 561 
Erinoid, 641 
Co. (Gt. Britain), 677, 
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, 909 
Ever Ready (Treland), 785 
Ever Ready Trust Co., 641 


Electricity Supply Co., 
416 


Franco Signs, 561, 640 
— & District Tramway Co., 
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General Accessories Co., 73 
Cable Manufacturing Co., 


General Electric Co., 980 

General Electric Co. of U.S. A., 981 

General Gas & Electricity Co.. 453 

Glenfield & Kennedy, 713, 821 

Globe Telegraph & Trust, 821, 981 

Great Northern Telegraph Co. of 
Denmark, 37, 677, 705 

Greengate & Irwell Rubber Co., 452 

Greenwood & Batley, 945 

Guest, Keen & Nettlefolds, 909, 981 

Hall, J. & E., 117, 153 

Hall Accessories (1928), 
309, 381, 

Hankow Light & Power Co., 677 

Harrow Electric Light & Power 
Co., 153 

Heatrae, 561 

Heenan & Froude, 73, 117, 525 

Hendon Electric Supply Co., 417, 


453 

Henley’s, W. T., Telegraph Works 
Co., 601, 640, 712 

Hick, Hargreaves & Co., 117, 225, 
909, 945 


Holophane, 416 

Hoover, 453 

Hopkinson, 489, 677 

Hydro-Electric Securities Corpora- 
tion, 73, 641, 

International Combustion, 117, 189, 
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Isle of Thanet Electric Supply Co., 
489, 525, 601 

Ismay, J., & Sons, 981 

Jerusalem Electric & Public Ser- 
vice Corporation, 225, 453 

Richard, & Nephew, 749, 


Johnson & Phillips, 677, 748 
Kalgoorlie Electric Power & 
Lighting Corporation, 189, 345, 


821, 909 

Keith, James, & Blackman Co., 909 

Kent, G., 

& Crypto, 381, 
417, 488, 641 

Lancashire Electric Light & Power 
Co., 273, 344, 525 

Lancashire United Transport & 
Power Co., 309 

Laurence, Scott & Electromotors, 


477, 713 
Leatherhead & District Electricity 


Co., 73 

Lewes & District Electric Supply 
0., 713 

Lisbon Electric Tramways, 909, 945 

Lissen, 309, 489 

Lister, R. A., & Co., 641 

Llanelly & District Electric Supply 
Co., 381, 417, 452 

L. M. Ericsson Telephone Co., 640 

London Associated Electricity 
Undertakings, 416, 453, 488 

London Electric Supply Corpora- 
tion, 225, 345, 381 

London Electric Transport Finance 
Corporation, 117, 641 


London’ Electric Wire Co. & 
Smiths, 677, 749 

London Passenger Transport 
Board, 273 


London Power > 308 

Lucas, Joseph, 189 

Electric Supply Corpora- 
ion, 872 

— Electric Tramways (1904), 


Marconi International Marine Com- 
munication Co., 489, 561, 640 
Marconi’s Wireless’ Telegraph Co., 


677, 749 
Mather & Platt, 309, 844 
— Electric Supply Co., 189, 
4 


Mersey Power Co., 381, 525 
Mersey Railway Co., 225 
Merthyr af Traction & Light- 


ing Co. 
Supply Co., 
381, 417, 452, 785 


Mexican Light & Power Co., 945 

Mexico Tramways Co., 945 

Mid-Cheshire Electricity Supp'y 
0., 453 

Co., 345, 380, 

Midland Corporation for 
Power Distribution, 489, 560 
Midland Electric Manufacturing 

Co., 309, 416 
Mid-Southern Utility Co., 345, 381 
Mirrlees, Bickerton & Day, 945, 981 
Montreal Light, Heat & Power 
Consolidated, 37, 489 
Morgan Crucible Co., 561 
Murex, 153, 189, 601 


National Gas & Oil Engine Co., 


Newcastle & District 
Lighting Co., 381, 416, 4 

Newman Industries, 117, 345, 381, 
52 


452 
Newman & Watson, 73, 117, 981 
Newton Bros. (Derby), 873 
Northampton Electric Light & 
Power Co., 273, 345, 380 
North- Eastern | Electric Supply Co., 
845 
North Metropolitan bey Power 
Supply Co., 381, 51 
Metropolitan Station 


Electric 


‘o., 309 

North Somerset Electric Supply 
Co., 641, 676, 821 

North Wales Power Co., 417, 489 

North-West Midlands Joint Elec- 
tricity Authority, 381 
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orienta & Electric (o.,, 
56 676 

Oxford’ Electric Co., 381, 713 
Parkinson & Cowan, 453, 873 
Penarth Electric Lighting Co., 677 
Perak Hydro-Electric Powe er 


Co 

Peters, & Co., 489 

Petters, 273 

Philco Radio & Television Corpora. 
tion of Gt. Britain, 641, 712 

Pinchin, Johnson & Co., 453, 489 

Plessey Co., 489, 909 

Power Investment Corporation, 641 

Power 309 

Pullin, R. 

Pye Radio, 

Quebec Power Co., 225 

Radio Rentals, 785 

Rangoon Electric Tramway & Sup- 
ply Co., 453, 641, 677, 981 

Ransomes, ‘Sims & Jefferies, 785 

Rawiplug Co., 309, 345 

Revo Electric Co., 873, 945, 981 

Reyrolle, A., & Co., 525, 560, 600, 677 

Rheostatic Co 189, 225 

Richardsons, Westgarth & Co., 712 

Richmond (Surrey) Electric Ligis 
& Power Co., 381, 453, 525 

Rushden & District aA Sup- 
ply Co. 345 

Ruston 873 

St. Austell & District Electric 
Lighting & Power Co., 712 

Electric Light & Supply 


— Power Co., 345, 453, 487, 


Shanghai Electric Construction Co., 
417 


Shawinigan Water & Power Co., 
309, 677 

Sheerness & District Electric Sup 
ply Co., 677 

Shropshire, Worcestershire and 
Staffordshire Electric Power 
Co., 489, 524 

Siemens Bros., 749, 785, 820 

Siemens & Halske, 225 

Siemens-Schuckertwerke, 225 

Singapore Traction Co., 209 

Smith, S., & Sons (Motor Acces 
sories), 873 

Société Financiére de Transports et 
D’Entreprises Industrielles (So 
fina), 489, 676 

South London Electric Supply Cor 
poration, 309, 453, 488 

South Metropolitan Electric Light 
& Power Co., 7 

South Wales Electric Power Co., 
345, 381, 873 

Southern Areas Electric Corpora- 
tion, 561, 601, 640 

Southern Railway Co., 309 

Sphere Investment, Trust, 713, 785 

Stone, J., & 


345, 

Stothert mY Pitt, 561, 677 
Strand Electric Holdings, 225 
Switchgear & Cowans, 417, 488, 525 
Telegraph Condenser Co., 785 
Telegraph Construction & Mainten 

ance Co., 309, 381, 416 
Telephone & General Trust, 153, 


489, 561 

Telephone Manufacturing Co., 641, 
749, 826 

Telephone Properties, 785, 821, 872 

Telephone Rentals, 821, 909, 981 

Thorn Electrical Industries, 981 

Trafalgar Engineering Co., 488, 
525 


Tube Investments, 713 
Turner & Newall, 153, 909 


— River Plate Telephone Co., 


Urben Electric Co., 677 

Utilities Power Light Corpora- 
tion, 37 

Vactric, 37, 821 

Veritys, 73, 785, 

Victoria Falls & a Power 
Co., 909 

Walsall Conduits, 417, 641 

Ward & Goldstone, 381, 873, 909 

Warner’s Radio & Electric, 225, 
641, 676 

Waste Heat & Gas Electrical Gen- 
erating Stations, 417, 453 

Watford Electric & Manufactur- 
ing Co., 453, 489, 561 

Way good- Otis, 273, 345 

Webb’s Crystal Glass Co., 873 

Wellingborough Electric Supply Co., 
641 


West, Allen, & Co., 


West England Electric Invest- 
ments, 
West Gloucestershire Power Co., 


41 
West London & Provincial Electric 
& General Trust, 601, 677 
Western Electricity Supply 381 
Western Telegraph Co., 
Western Union 641 
Westinghouse Brake & Signal Co., 
117, 189, 273 
Whitehall Electric Investments, 908 
Windermere & District Electricity 
Supply Co., 677 
Woking Electric Supply Co., 4 
Worthington-Simpson, 417 
Yorkshire Electric Power Co., 189, 
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Clecthorpes showrooms, 703, 774 
Clock, for Giza University, Electric, 


Clut Ciro’s, 405 

Coal, Price of, 20; Drilling, by H. 
Mitchell, 54 

Coa! face, Electricity at the, 745 

753, 


—_ mines, Lighting in, 134, 
757 
Cou! picker, Electrical, 70 
Coa! shipping plant at Jarrow, 351 
Coa! and stone, Portable drills for, 


60 
Coal-washing plant operation, 34 
Are-suppression, by A. 


Coils, 
Gray, 957 

Coin meter mechanisms, by J. Prince 
and M. Whitehead, 543 


College power station, Loughborough, 
165 


Colliery Howell, 
134, 


lighting, by J. W. 
757, 


Combustion equipment, by V. Walker, 


690 
Commercial engineer, by J. M. 
Reekie, 
Committeeman, Municipal, by  E. 
Huntsman, 836 
Communication, B.8.S. for graphical 
symbols for, 268 
Computing depreciation, by G. V. 


Harrap, 735 

Conerete electrically, Warming, 747 

Condenser installation, Large wet, 
172 

Condensers for p.f. correction, 722 

Conductors to insulators, Attaching, 
by J. MeCombe, 653 
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DEAL Home Exhibition, 62, 440, 
539 


Ilford, Film enterprise at, 738 

Ilford Electrical Contractors’ 
ciation dinner. 591 

Ilkley Electrical Exhibition, 666 

Illuminating Engineering Society, 
306, 450, 767, 817 

Iumination, Industrial, 300; Day- 
ight, 

Illumination design course, 179, 442 

Illumination Exhibition, Electric, 265 

Illuminations, Coronation, 77-99, 87, 
167 210, 366, 478, 683, 720; In- 
stalling, by H. R. Taunton, 81: 
Floodlighting and, by W. J. 
Jones, 82; Survey of plans for 
Coronation, 550; Early electrical, 


Asso- 


686 

{ncorporated Municipal Electrical 
Association: President’s message, 
70; Convention and _ Exhibition. 
342, 354, 548, 789, 791, 825 827: 
853; President-elect. 832; Presi- 
dential address, 833; Annual 
banquet and final proceedings, 
885; Convention papers, 941; New 
appointment advertised, 941 

{ndia, Electrical trade of, 211; Indus- 
trial opportunities in Bombay, 
703; Mundi hydro-electric scheme 
in, 810; Electrical notes from, 
815; Diesel traction in, by G. K. 
Ambady, 896; Large installation 


933 
tudieator board, Greyhound racing, 


Induction regulators, by A. G. 
Powell, 731 
Industrial Electrical Exhibition, 


radford, 862 
Industrial Heating Conference. 441 
Industrial lighting, 181, 300, 615, 692 
Industrial lighting dispay, 62 
Industrial power plant, Providing, 


551 

Industrial Research, Annual report 
of the Department of Scientific 
and, 255 

Industrial storage battery, by H. G. 
Brown, 648 

Industrial temperature control, 207 

Industry. Physics in, 430, 471 

Initiative ir the electrical industry, 
by H. Trencham, 


Installatior. accessories, by E. K. 
Muir, 55, 109 

Installation: Board, An, by B. 
Donkin, J. M. Crowdy, A. Sink 
and J. Munro, 132 

Installing illuminations, by H. R. 


Taunton, 81 
Institute of Fuel, 598 E 
Institute of Metals annual meeting, 


398 
Institute of the Plastics Industry, 55 
Institute = Public Address Engin- 
eers, 660 
Institute of Wireles: Technology 70 
— of Civil Engineers, 413, 


Institution of Electrical Engineers: 
Annual dinner, 257; Annual re- 
port and accounts, 654, 694; Coun- 
cil nominations, 859; Dundee Sub- 
Centre, 563; East Midland Sub- 
Centre, 563; Graduateship exam- 
inations, 150; Hampshire Sub- 
Centre, 941; History of the In- 
stitution, 556; Irish Centre, 694; 
London Students, 413; Meter and 
Instrument Section, 448; National 
certificate awards in electrical 
engineering. 114; North-Eastern 
Centre. 222; North Midland 
Centre, 413; North-Western 
Centre, 150, 978; North-Western 
Students’ Section, 906, 978; 
Northern Ireland Sub-Centre, 
694; Paper prize, 485; Scholar- 
- ships, 449; Scottish Centre, 563; 
Scottish Students’ Section, 563; 
South Midland Centre, 563 ; 
Students’ summer tour, 627; 
Transmission Section, 377, 464, 
696, 782; Western Centre 150, 
651; Wireless Section, 472 


Institution of Electrical Engineer:' 
Improvements at, 


4 

Institutions of Electrical, Civil and 
eae Engineers’ students’ 
an 

Institution of Television Engineers, 


Instrument design, Modern, 9 
Instrument for locating d.c. leakage, 


395 

Instrument improvements, by G. F. 
Shotter, 100 

Instrument’ works extensions, Elec- 
trical. 738 

Instruments, Alloys for, by W. F. 
Randall, 103; Measuring, by Pr. 
H. W. Banner, 201 

Insulation developments, Recent, 767 

Insulation testing apparatus, 75 

Insulators in Germany, Testing, 911 

Interconnected systems, Phase dis- 
placement in, by R. C. Golding, 


19 

Internal mains by D. Winton 
Thorpe, 622, 645 

International Association for Testing 
Materials Congress, 413, 470, 620 

International Congress on Lighting, 


Paris, 870 

International Electrical Congress, 
ren 

International Electrodeposition Con 
ference, 


International Electrotechnical Com. 
mission’s vocabulary, 

International H.V. Conference, 521 

International Institute of Heat, 745 

International lamp position, 

International 
Congress in Paris 

List of and, 


In the Courts— 
Action for damages fails, 896 


B.T.H. Co. v. Crompton, Parkin- 
son, 152 

Injunction against, 
29 

Clockmakers fined, 448 


Colliery compan 


Act, under the, 


4 
Compensation award, 
Contractors’ claim overtime, 


Sona against supply company, 


Damages for an accident, 968 
Defect in a fitting, Alleged, 931 


Dismissal, Damages for wrongful. 
833 
E.T.U. dispute, 896, 931 


Fishing rights on the Shannon, 476 
Handlamp, Fatal shock from a, 333 
Hoist dispute, Electric, 297 
Installation work, Claim for, 151 
Liability for an accident, 212 

Lift dispute, Electric, 590 

Line, Unauthorised electric, 297 
Radio in flats, 256 

Radio patent action, 151 
Responsibility for an accident, 400 


Scophony v. International Tele- 
vision Corporation, 968 
Southern Globe Electrical Co., 590 


Universal Lamp Co., 188, 256, 334. 


Unregistered electricity, 400 


Washing machine transaction, 377 

Wire across a highway, 

Wirral electrification, Supply for 
the, 590, 687, » 701 

Witton accident, Sequel to, 896 

Works power house accident, 188 

Wrongful consumption of  elec- 
tricity, 476 


Iran, German enterprise 

Iraq, Electricity in, by F. V. Jordan, 
$15 

Traders, Society of. 


Trish Free State, Electrical imports 
of, 142, 265, 441, 549, 776, 897; 
Lamp tnanufacture in, 144; Re- 
search and development in con- 
nection with the Drumm battery 
in, 550; Duty on meters and 
cookers for, 632; Lamp factory 
closes in, 774; Pensions for elee- 
trical employés in, 859 

Trish hospitals, Electricity in, 544 

Iron and steel, 565, 567-589, 607-620 

Iron and steel ‘investigations, 693 

Ironmongers’ Federated Association 
—Electrical section, 142 

Isle of Thanet Electric Supply Co.’s 
new showrooms at Margate, = 


Isothermal chambers, by L. 
Turner, 693 
Italy, Water power plants in, 689; 


Experimental electric kitchen in, 
978 


ABAN, Electric lamp of 
144; Overseas trade of, 700 
Jarrow, Coal shipping plant at, 35) 
Jersey Traders Exhibition, 703 
Joints, Steam line, by W. B. Shannon, 


07 
Electricity production in. 


ENT Electric Power Co.'s show- 


rooms, 179 
Kessel (Power Plant) new works at 
Wembley, 551 


Key industry duty, 518 
King’s Cross station, New lighting 
at, 739 
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Kitchen, Italian electric, 978 
Klip power station, Equipmeat at. 
336 


ABOUR = contracting, Capital 
and, by W. Riggs, 949, 953 

Laminated synthetic resin, by A. E. 
Williams, 767 

Lamp, Specification for an automatic 
safety, 34; New tungsten fila- 
ment, 739, 897 

Lamp factory, New Crompton, 740 

Lamp factory closes, Irish, 774 

Lamp manufacture, Co- operative 

Society and, 213, 479; Argentine. 
su9s in the Irish Free 
state, 144 

Lamp position, International, 62 

Lamps, Investigations into "electric 
discharge, 169; Small discharge. 
369, 598 

Lancashire Dynamo and _ Crypto 
activity, 551; Presentations to 
long-service employés of, 934 

Lancashire Dynamo and Crypto and 
Foster Engineering Co, amalga- 
mation, 369 

Lancashire Electric Power Co.’s sales 
activities, 478; Staff welfare 
scheme, 550 

Lansdowne News Cinema, Electrical 
installation in, 215 

Larmuth & Bulmer centenary, 143 

Laundry equipment, New domestic. 
734 


Laurence, Seott & Electromotors 
presentation dinner, 773 

Law. Amending arbitration, by J. W. 
Thomas, 535 

Leakage, d.c., by Mains- 
man, 

Leakage my rotection, 652 

Leaks in oil-filled cables, Tracing, 270 


Lever Bros. power station on the 
grid, 355 
Libraries, Electrical books in public, 


Library of business information at 
Bristol, 973 

Lift. Large electric, 722 

& Transport League, 


Showroom, 27; Bristol Pub- 
lic Hall, 65; Architects’ Confer- 
ences on, 107; Continental decora- 
tive, <" Colliery, by J. 
Howell, 757, 906; Street, by 
E. W. cn Day, 134; and 
electron emission, 169; Lectures 
on, 171; Domestic, 180; Indus- 
trial, 181, 300, 592; Improved 
Fulham street, 224, 300; Bourne- 


mouth street, 272; — at Tir 
John power ‘station, $35; 

on a grand scale, by H. H. 
Maisonneuve, 361; Future of 
street, 433; Industrial at 
A.B.C. headquarters, 515; Real 
aim of street, 527; Country road, 
by J. G. Park, 534; Home 

at the Paris Exhibition, 591; 
Coachworks installation. 


630; Mine, by J. G. Garrett, 658; 
Church, 666; King’s Cross station, 
739; Modern office, 739; Control 
of ‘bridge, 745; Coal mine, 753; 
Stage, 764; of side streets, 
by H. Lingard, 854; Conference 
on street, 858; Restaurant, 863 ; 
French international Congress 
on, 870; Safety in cinemas, 
875; Works and offices, 901; 


at exhibition of Coronation 
robes, 972 
Lighting Congress, French, 377 


Lighting display, Industrial, 62 

Lighting fittings, New, 770, 864 

Lighting fittings demonstration 
room, Holophane’s, 26 

Lighting fittings exhibitions, 178 

Lighting load, Importance of the, 


Lighting systems, Emergency, by E. 
idley, 132 
Lightning and 
B. Goodlet, 
Lincoln, Domestic war load 
at, 


lines, by 


Liquidations— 
A. B. Electric Co., 372, 443 
Abar Electrical +" 372 
All-in Radio, 145, 
All Wave Radio (Bristol). 
Amalgamated Lighting 
Equipment Co., 
A.S.E., 372 
Birka Regulator Co., = 
Bishop Radio Stores, 741 
— Electric Light & Supply 


594 
British’ Automatic Refrigerators, 29 
Brough Electric Lighting Co., 266 
Brynland Electrical & Radio Co., 
668 


Cawley’s Wireless Service, 145 

Coatbridge & Airdrie Electric Sup- 
ply Co., 145 

Cramill Electric Co., 633 

Delabole Electric Lighting & Supply 
Co., 29 

Domestic Supplies, 865 

Doran, F. E., 

Dorman & Smith, 741, 936, 973 

Dulcetto-Polyphon, 181 


Electric Agencies, 337 

Electric Heating and Hardware, 408 

Electric Supply Co. of Victoria, 516 

Electrical Instruments (Leeds), 551 

Electrical Power Developments 
(Western), 181 

Electro Chemical Processes, 337 


THE ELECTRICAL 


Liquidations—continued 
Wholesale Radio-Elec, 


66, 
Fisher & Bowen, 480 
Gill & Reigate, 865 
Hackman, J. H., 973 
Hamilton Radio Co., 777 
Hastings & District Electric Tram. 
ways Co 
Hazzlewood, H., 65 
Hendersons Wholesale Electrical & 
Radio, 901 
Intensive Lighting, 65 
Electrical 


Supplies 


0., 
Ive and a 443, 741 

Johns, T. M., & Co., 110, 181 
Johnson & Murrell Electric Co., 29 
Kingsway Electricals, 777 

Lectro Linx, 594 

Lystan Products, 633 

Mack’s Auto-Electric Co., 973 
Marine Electrical Equipment Co., 


594 
Mitchell Electric Co., 516 
Newton & Wright, 408 
Norfolk Rubber Co., 29 
Nox Electric Lamp Co., 181 
& European Telegraph Co., 


Parkers Radio Co., 973 

Picton Electrical Patents, 110 

Psychon Radio, 901 

Radio-Coustic Laboratories, 936 

Radio & 2 Services (Bea- 
minster), 551 

Radio & Electrical Supplies (West- 
ern), 901, 936 

Radio (Hove), 901 

Raymond, K., 216 

Reid Productions, 741 

Rheostatic Co., 266 

River Plate Electricity Co., 668 

Rolls-Caydon, 181 

Rolls-Radio, 865 

Southport none Wireless Sup- 

i 6 


plies, 

Standard Radio Relay Services, 594, 
668 

Stonham, H. A., & Co., 668 


Strand Radio, 110 
Supremus Specialities, 


Temple Products, 777 

Thermo-Electric ans Co. 
(Whitehall), 

Turner, E. T., 

Tyler, A. S., 936 

Vabest, 110, 181 

Vincents (Radio & Electrical), 865, 
936 


337 


Wallasey Electrical Equipment Co., 


Walls Radio, 973 
Webb & Goward, 110 
Weston Wireless, 594, 668 


Whitaker Electric Co., 266, 594 
Wireless Engineering Co. (Scun- 
thorpe), 865, 901 


Yorkshire Electrical Sales & Ser- 


vice, 


Litigation settled, 299 
Load building at Brighton, 795 
Local authorities and the distribu- 


tion proposals, 903, 938, 975 
Local storage heating, by W. L. 
Shand, 
Locating d.c. leakage, by Mains- 
man,”’ 39 


Mine, 208 

London, Trolley-bus operation in, by 
T. E. Thomas, 397; Tariffs in and 
around, 585; Thermal storage 
plant in, 859 

London Associated Electricity Under- 
takings co-partnership scheme, 
787 


London County Council and the Bat- 
tersea power station, 448 

London County Council's exhibition 
of scholars’ work. 

London flats. Electricity in, 203, 204 

London & Home Counties J.E.A. re- 
port of electricity supply in 
London area, 812 

London Power Co.'s output for 1936, 
1 


14 

London Tel exp 
in the 

London Bchool of Electrical Domestic 
Science. 751 

London University, Electrical services 
in the new. 423 

Loughborough College power station, 

Low-voltage breaking capacity, by 
R. T. Lythall, 654 

Lubrication of small motors, 485 

Luminescence, Data on, by J. T. 
Randall, 207 

Luton Town Hall, 
lation in, 144 


cGOWAN Committee  recom- 
mendations, Opposition to. 
202; Parliamentary  considera- 
tion of, 385. 877; Recommenda- 
tions of the. 403; Views on, 
466, 717; Government's pro- 
posals on, 887; Local authorities 
and the Government’s proposals 
on, 903, 938. 975; Comments on 
Government's proposals on the, 
by H. Wilson, 926 
Magnavox patents acquived by Ben- 
jamin Electric, 27 
— permeability, 
1 


Electrical instal- 


Increasing, 


REVIEW—INDEX 


Mains, Internal, by D. Winton 
Thorpe, 622, 64 
Maintenance work, by ‘“ Works 


Engineer,”’ 176, 960 

Malaya, Shortage of power in, 635; 
Electrical imports of, 

Manchester, Development activities 
in, 123; Exhibition of lighting 
fittings in, 178; Industrial heat- 
ing conference in, 441; Dunlop 
Rubber Co.’s factory in, 459; 
Electrical accessories factory in, 
77; Electrical expansion in, 884 

Manchester Brighter Homes Exhibi- 


tion, + 
ster ilding Trades Exhi- 


n, 51 
Manchester University scholarships, 
817 


Manufacturers’ Agents’ Association 
of Great Britain and Ireland 
(Ine.), 477 


progress during 1936, 
1 


in 1936, Electrical, 

429, 

Marco Refrigerators factory exten- 
sion, 515 


Margate, New showrooms at, 299 

Materials for the electrical indus- 
try, 

Measurement, Reactive VAh, by 
G. W. 861 

Measurements, Cathode-ray oscillo- 
graph, by S. Parker Smith, 16 

Measuring the distance of short cir- 
cuits, by J. Schneider, 347 

Measuring engine vibration, 362 

Measuring instruments, by E. H. W. 
Banner, 201 

Measuring noise, 627 

Measuring smoke particles, 176 

Mechanics for the Army, Skilled, 80 

Meeting of creditors, 865 

Melting furnaces, by J. R. 
wick, 658 

Metal degreasing, 186 

Metal foundry’s jubilee, 631 

research, Rolling mills 
or, 

Metallurgical studies, 398 

Metals, Field for precious, 168 

Meter, Time-controlled step-rate pre- 
payment, 698 

Meter factory, New, 776 

Meter mechanisms, Coin, by J. 
Prince and M. Whitehead, 543 

Meter sizes, Domestic, by Major R. 
Amberton, 462 

Meter testing, Two-wire, by G. E. 


Spans- 


Moore. 212; —— at Hornsev. 804 

Meter testing equipment, by R. A. 
Westbrook, 727 

Meter and_ time-switch develop- 
ments, 3 

Metering, Rectifier, by Dr. C. Dan- 


natt, 398; Current transformers 
for, by A. Hobson, 760 

Metering systems, by G. F. Shotter, 
434 


Testing prepayment, by J. 
164; Noise, by B. G. 
King. 260: 


Meters, 
Bailey, 
Churcher and A. J. 
Certification of, 
house, by F. E. Poole, 394: Test- 
ing electricity, by J. Bailey. 
499; Reactive, 861; Testing elec- 
tricity, 941 

Meters approved, 449 


Metropolitan-Vickers Electrical Co.: 


Progress in 1936, 21; Delivery 
van, 702; Trolley-bus mainten- 
ance school, 704 
Mexico, Electrical development 
regulations in, 491; Customs 
tariff increases of, 593 
Middlesbrough, New electricity 


showrooms for, 
Midland Electrical Engineers’ 


Mill 


Ball, 


drives, Reversing rolling, by 
H. 8S. Carnegie, 612 
Mills, Heavy rolling, 607; Electrical 
equipment of wide-strip, by W. E. 
Tavior, 614: Drives for cold strin 


rolling, by W. B. Green, 616° 
Rolling -—— for metallurgical 
research, 392 


Mine cable. Defective, 34 

Mine lighting. by tn G. Garrett, 658 

Mine locomotives, 

Mines, Safet¥ in, 309, 556; Lighting 
in coal, 753, 757 

Mining, Nickel ore, 150 

Mining Electrical Engineers’ conven- 
tion, 4! 

Mining equipment in South Africa, 


775 
Model Railway Exhibition, 516 
Motor cars, Electrical practice in. 


359 

Motor-circuit protection, by J. 0. 
Knowles, 132, 171 

Moter factory, New electric, 408; 


New fractional-h.p., 810 

Motors. Flameproof, by M. G. R. 
Elliott, 193; Fractional horse- 
power, 174: —— for refrigera- 
tors, 213; Lubrication of small, 
485; Cooling totally enclosed. 
727; Stators for small, by 8. F. 
Philpott, 8838 

““Mumetal” for instruments, De- 
velopments of, 103 

Mundi hydro-electric scheme, 810 

Municinsl committeeman, by  E. 
Huntsman, 836 

Municipal sales, Increased, 303 


Municipal supply undertakings’ re- 
sults, 339 


NATAL railway electrification, 955 

National Amusement Caterers’ Exhi- 
bition, Electricity at, 

National Association of Electrical 
Retailers, “63 

National Association of Radio Re- 
=, 213, 299, 631, 666, 810, 


National Cash Register 
modern office lighting, 739 

National certificate awards in elec- 
trical engineering, 114 

Defence Contribution, 811, 


Co.'s 


National Fertilisers factory, Use of 
electricity in the, 495 

National Joint Industrial Council 
and the National Board, 862 

National Maritime Museum, Flood- 
lighting’ the, 776 

National Physical Laboratory : 
report, 623; Annual visit, 


National Register of Electrical In- 
stallation Contractors, 143, 299, 
441, 666, 897, 933; Annual meet- 
ing, 584 

National tariff, Towards a, by D. J. 
Bolton, 687 

Network, Reorganising a, 518 


— problems, Solving supply, 
Networks, by J. G. 


Rural supply, 
Park, 49 oie 


New Apparatus and Devices— 

Aerodrome beacon, Course-indicat- 
ing, 474 

Aeroplanes, Refuelling, 173 
Air-conditioning plant, Small, 
Air heater and humidifier, 697 
Aluminium, Jointing, 58 
Arc-welding equipment, 209 
Audio-frequency level meter, 


295 


S94 


Basin unit, Self-contained hot- 
water, 330 
Bell and night-light units, Novel. 


Cap lamp, 25 


Car radiator, Small heater fer, 
330 

Circuit-breaker, Unusual, 474 

Clock kit, Electric, 509 

Clock and radio receiver, Com- 
bined, 770 

Clocks, Electric, 57 


Clothes wringer, Electric, 474 
Combustion control, 509 
Compound, “ Philplug,”’ 697 
Condensers, Tubular, 769 

Contact and welding-electrode 

metals, 661 

Convector heater, 662, 697 
Cookers, Table-top, 545 


Demand indicator, Long-scale, 966 

Dish-washing machines, 209, 510 

Display turntable, 438, 698 

Domestic appliances, 807 

Drink-mixer, Electric, 437 

Earth fault indicator, 329 

Easy-fix flange, 510 

Electrode holder, Non-arcing, 930 

Frasing machine, Electric, 626 

Exploder testing units, 188 

Factotum, Electrical, 894 

Fan, Unusual, 966 

Fans, Range of, 894 

Fire, Novel inset, 661; 
lighted,”” 697 

Fire and gas alarms, 626 

Fires, Radiant. 57; Inset and re- 
flector, 929 

Flameproof lighting equipment, 365 

Flash tester, 102 

Flashers, 58 

Flexible. Flat, 661 

Floodlight projectors, 733, 929 

Foot muff, Electric, 402 


Flood. 


Furnaces, Electric, 627 
Fuses. High rupturing-capacity, 
295; Delay - for radio, 894 


Gas and fire alarms, 626 
Geared motor units, A.c., 210 
Generating plants, Automatic, 661; 


Portable, 966 
Hair-dryer. 661; Prepayment, 929 
Heaters, Skirting panel, 930 


Humidifier, Domestic, 769 
Immersion heaters, Loop-rod, 807 
Indicator, Pendulum, 58; Long- 


scale demand, 9¢6 


Instruments, Cambridge, 57; Re- 
designed testing. 102; Recent 
Weston, 102: Sullivan, 102; 


Measuring. 137 
Insulating material for h.f. cables, 
173 


Insulating oil, Testing, 807 
Insulation sleeving. 138 
Iron. Variable-weight, 474; Stand 
for electric 733; Corona- 
tion,”’ 769: Steam-electric, 966; 
with special features, 173 


link, Small, 187 
Kettle, Safety. 329; Warning, 662, 
697: Combined and milk 


warmer, 807 
Lamp. Anti-dazzle, 510 
Lampholders, Angle batten, 402; 
Three-slot metal, 733 
Lamps, Cap, 25: Bedside battery. 
25: Table, 58; Projectors for 
sodium, 58; Low-wattage dis- 
charge, 402, 546 
Taundry equipment, Domestic, 734 
Lift sign, 102 
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New Apparatus and Devices— 


continued 
Lighting equipment, Flameproof, 
365 


Lighting fittings, 25, 509 
Lighting and power plant, Small, 


627 
Liquid levels, Measuring, 769 


Mattress overlay, 25 

Meter, Photo-electric, 733 

Milling machine, Vertical, 58 

Motor, Small three-phase, 437 

Motor protection, A.c., 966 

Motor speed variation, 366 

Motors, Small enclosed a.c., 609; 
High-torque a.c., 626; Frac. 
tional h.p., 627; Geared a.c., 


210 
Moulded slip-rings for motors, 474 


Neon signs from batteries, Operat- 
ing, 662 

Oil heater, Electric, 137 

Operating theatre lighting, 295 

Oven and water-heater t*iermo- 
stats, 769 

Ovens, Multi-compartment, 545 


Panel heaters, Skirting, 930 

Percolators, Toasters and coffee, 
545 

Photo-cells, Secondary-emission, 770 

Photo-electric meter, 

Picture spotlight, 929 

Plug and socket, Three-pin. 137 

Plugs, Flat-pin, 733 

Projectors for sodium lamps, 58 

Pump. Automatic domestic, 173, 


295 
Pump control, Drainage, 402 


Radiator heater, Car, 330 
Radio receivers, 365 

Radio valves, New, 545 
Reactor, Sliding cone, 930 
Rectifier units, 58 
Rectifying valves, E.h.v., 661 
Refrigerator, B.T.H., 102 
Relay, Two-step, 697 

Relay units, 402 

Ring-main switchgear, 545 


Serewdriver, Percussion, 329 

Shades, Nursery rhyme, 137 

Skirting panel heaters, 930 

Socket covers, Dust-proof, 546 

Solder for joining aluminium and 
its alloys, 58 

Solderer, Arc, 697 

Soldering iron, Industrial, 546 

Speed variation, Motor, 

Staircase switch, Combined, 930 

Stand for electric iron, 733 

Starters, Small motor, 330 

Suppression equipment for hire, 
295 


Suppressor, All-wave set lead, 58 

Switch, Improved, 58; ‘ Lincoln "’ 
flush, 174; Small time, 3829: 
Body-actuated, 509; Combined 
staircase, 930 

Switches, Time-lag, 330; A.c, 
change-pole, 546 

Switchgear developments, Revo, 


65 
Switch sockets, Interlocking, 365 
Switch unit, L.v. transformer and, 


Table fan, Novel, 437 

Telephone for gaseous atmos- 
pheres, 662 

Television receiver, 661 

Television relays in 366 

Temperature control, 

Test set, A.c., 209, 70. 

ae y instruments, Redesigned, 
1 


Thermostat, Room. 209; Oven and 
water heater, 769 

Time-lag switches, 330 

Time switch, Small, 329 

Toasters and coffee percolators, 
545 


Transformer,” D.c., 
Transformer and L.v., 


830 
Turntable, Display, 438, 698 
Vacuum cleaners, 25, 138, 329, 509, 


Vehicle of unusual design, Elec- 


ric, 43 
Vibrator for feeders, Electro-mag- 
netic, 329 


Wash-boiler, Improved, 733 
Washer, Low-priced, 209 
Washing-up machine, Small, 626 
Welder, New, 894 

Welding equimpent, Arc, 209; A.c., 


6 
Welding set, Lightweight a.c., 807 
Wind-driven charger, 173 


New Books— 


Alternating Current Machines, Per- 
formance and Design of, by 
M. G. Say and E. N. Pink, 56 

Automobiles, Electrical Equipment 
of, by S. Parker-Smith, 736 


Battery, Lead Storage, by H. @. 
rown, 
Handbook, City of, 


99 
Boulton, Matthew, by H. W. 
Dickinson, 332 
British Broadcasting Corporation 
Annual, 1937, 515 
British Engineers’ 
Handbook, 665 
British Plastics Year Book. 301 
Broadcaster Radio and Gramo- 
phone Trade Annual, 19387, 515 


Association 


THE 


New Books—continued 


Builders’ Price Book, Laxton’s and 
Lockwood's, 371 

Canning’s Practical Handbook on 
Electroplating, 143 

Cathode Ray Tube and its Appli- 
cations, Low Voltage, by G. 
Parr, 895 

Commercial A.C. Measurements, 
by G. W. Stubbings, 512 

Communication Engineering, by 
W. L. Everitt, 699 

Control of Electric Motors, by 
P, arwood, 

Copper in Chemical Plant, 34 

Decibel Notation and its Applica- 
tion to the Technique of Power 
by A. Morris, 


77 

Definitions and Formule _ for 
Students (Telegraphy and Tele- 
phony), by E. Mallett, 773 

Diesel, Modern, 773 

Diesel Engine Design, by H. F. P. 
Purday, 512 

Direct Current Machines, ee 
ing and Testing, by F. A. An- 
nett and A. C. Roe, 

Stubbs, 476 

Electrical ‘ager s Handbook, by 
H. Pender, W. A. Del Mar and 
Mcllwain, 56 

Electrical Engineering, 331 

Electrical Engineering, Principles 
of, by G. C. Blalock, 56 

Electrical Trades’ Directory and 
Handbook (‘‘ Blue Book "’), 216 

Electrician’? Annual Tables 0: 
Electricity Undertakings, 811 

Electron in Industry, by K. 


Henney, 
Elements lectricity, by W. H. 
Timbie, 699 


Fuel, Technical Data on, 172 

Garcke’s Manual of _ Electrical 
Undertakings and Directory of 
Officials, 108 

Heating by Coke, Gas and Elec- 
tricity, by A. H. Barker, 965 

its Equipment, Modern, 
by R. Randal Phillips, 965 

Illuminating Engineering, Scienti- 
fic Basis of, by P. Moon, 56 

Industrial Electricity and Wi iring, 
by J. . Moyer and J. A. 
Wostrel, 699 

Instrument Transformers, by B. 
Hague, 331 

International Mercantile Diary and 
Year Book, 142 

Kelly’s Directory, 776 

Kempe’s Engineers’ Year Book, 76 

ee Electrical, by H. L. 


Curt 
Mechanical vr orld Electrical Year 
Book, 265 


Mechanical World Year Book, 265 

Motor Cycle, Two-Stroke, 332 

Motor Cyclist’s Workshop, by 
“ Torrens,” 965 

Motor Driving Made Easy, by R. F. 
Broad, 699 

Motors, Connecting Induction, by 
A. M. Dudley, 368 

Neon Lighting, An Introduction to, 
by J. Orr and A. W. Forrest, 


476 

‘*Nesco’’ Year Book for 1937, 631 

webu for Inventions, by R. Hod- 
an, 

Photography, Brighter, by  D. 
Charles, 811 

Physies of Electron Tubes, by L. R. 
Kaller, 772 

Electrician's Pocket 

Protection of Electrical Plant, by 
P. F. Stritzl, 699 

Public Enterprise, Edited by W. A. 
Robson, 663 

Road Transport Guide, 775 

Rubber Producing Companies, 407 

Sells’ Classified Trade List 
(‘Golden Guide ’’), 702 

South African Municipal Year 
Book, Official, 811 

High-Voltage, 

Todd and W. H. 

a4 368 

Symmetrical Components, Applica- 
of Method of, by 

V. Lyon, 773 

synthetic Rubber, ww: 

Naunton, 772 


Tait’s Electrical Directory of 
and New Zealand, 
Television : A Guide for the Ama- 
teur, by S. A. Moseley and H. 
McKay, 368 
Television" Cyclopedia, by A. 
it 736 


Thermionic Valves in Modern 
adio Receivers, by A. T. 
Witts, 736 

Thermodynamic Problems, Exam- 
ples in, by W. R. Crawford, 773 

Transmission and Distribution of 
Electrical Energy, by H. Cot- 


ton, 736 
Troubles of Electrical Equipment, 
by H. E. Stafford, 736 
Utilisation of Electric Energy, by 
Taylor, 965 
Vibration and Sound, by P. M. 
Morse, 56 


ELECTRICAL 


REVIEW—INDEX 


New Books—continued 


Water Service, Hot, by S. F. 
Greenland, 152 

Welding and Cutting Year Book. 
1936-7, 152 

Willing’s Press Guide, 739 

Wireless Servicing Manual, by W. 
T. Cocking, 36 

Wiring Diagrams, Electric, by W. 
Perren Maycock, 895 


Year Books, Classified List of, 648 


Newcastle-upon-Tyne, Heat-treat- 
ment plant demonstration at, 
591; Electrical carnival at, 666; 
Refrigeration luncheon at, 934 


New Companies— 


Adams Bros, (Parkstone), 152 

Adams Bros. (Westbourne), 819 

Aero-Signals, 639 

Albion Electrical Services, 379 

Amcolite, 748 

Anglo-Mill Co., 415 

Anson Radio, 415 

Apex-Vactric, 116 

Apparatus Manufacturing Co., 72 

Are Manufacturing Co., 640 

— Wireless and Television 

Aspin, J. H., 600 

Astralite Electrical Products, 72 

Autodial Accessories, 379 

Ayres, S., & Co., 415 


Bakewell Electrical Co., 908 

Baldwin Instrument Co., 675 

Barber (Signs), 116 

Battery Services, 523 

Battery Services (Eastbourne), 980 

Bell’s Radio, 36 

Bendall, A. C., & Co., 559 

Bennett & Channon, 415 

Bennett's Electrical Supplies, 307 

Bentley, G. W., 711 

& Go., 711 

Berners Radio, 872 

B.I.F. Engineering Co., 272 

B. J. & N. Radio & Television Re- 
search Laboratories, 908 

Booker & Tarran, 188 

Boon & Martin, 711 

Borough Electric, 711 

Bowlings Electric Supply, 943 

Brand Electro-Motive, 819 

Bray Accessories, 72 

Bright’s Refrigerator Service, 55 

Brilliant Signs, 344 

Bristol East Radio, 415 

British Boiler Accessories, 639 

British Electrolytic Condenser Co., 


British International Telegraphone 


0., 4 
British Klockner Switchgear, 116 
British Power Railway Signal Co., 
659 


British Wiredrawers, 379 
Brodrick Engineering Co., 559 
Browning Wireless Manufacturers, 


188 

Building Trade Engineers, 908 

Bulson Bros., 559 

Burrows, J. A., & Co., 819 

Bye Radio, 116 

Cairns (Neweastle), 523 

Camberley Radio Supplies, 188 

Capital Electrical Industries, 980 

Cassirer, H., 72 

Central Radio, 272 

City Electric Installations, 72 

Comhi Electric Co., 379 

Combustion Engineering, 224 

Combustion Steam Generator. 224 

sae ¥ T., & Son (Platt Bridge). 
1 


Constant Current, 152 

Corona Electric Co., 872 

Corss, G. W., 415 

Cosmo Signs, 152 

Cosway (Sales), 523 

Coulphone Radio Mfg. Co., 379 
Coupland, Vic, 639 

Coventry Refrigerator Co., 72 
Crabtree’s Radio, 487 

Creda Electric Co., 819 


Deacons Radio, 379 
Dees, A. E., 415 

Dennis, W. F., & Co., 72 

Desmond Curry & Co., 523 
Detrick Arch Co., 224 

Disposals, 675 

Dorman & Smith (1937), 783 

Dow & Nicholson, 225 

Dunean Mays, 559 

Dunkley, J. R.. & Co., 908 

Dyn Works, 379 

Dynaport Radio and Television, 116 
Dynatron Radio, 


East Horsley Radio Services, 415 

Electraflora, 523 

Electric Equipment Co. (Hendon), 
943 


Electric Selectors, 415 
Electric Truck and Battery Co., 


980 

Electrical Appliances Investment 
Co. (Cornwall), 224 

Electrical Credit Services, 486 

Electrical Equipment (Hove), 487 

Electrical and Radio Service (North 
Cornwall), 908 

Electro-Generators, 116 

Electro-Heat (Blackpool), 72 

Holder Manufacturing 
0 39 

Elga Products, 819 

Elliott Madams & Co., 

Emerson Clark & Co., 

Empresa Electrica de Sajandi, 640 


New Companies—continued 


Engineering Allied Manufactur- 
ing Co., 

Ergos Co., 116 

E.S.8, Signs (Finance), 487 

Evans & Shea, 559 

Fancytas, 188 


Farmer, R. H., 783 
Farndons Wholesale Electrical 8 
plies, 90: 


Farrer Hngineering Co., 675 
Felgate Radio, 1 

Feneley & Co., rr} 
Fletcher, T. G., & Co., 272 
F.)} 819 


Fort-Judd Batteries, 116 
Freeman's Radio, 451 


Frenchpark Electric Lighting Co., i 


415 


G.5.N.1. 748 
Galbraith, J. 
General Lighting Equipment Co., 


4 
Girdler’s Radio, 116 
Goodwin, C. C., 451 

Gordon Elf, 748 

Graham, W., = 

Gray, I. M.. 

Green, W. HH. 72 
Green & Ismay, 872 

G.R.S. Co., 523 

Gullick & Lock, 748 


Hall, E. A., 116 

Harries & Adams, 711 

Harris & Munden, 819 

Hartley, H. A., Co., 748 

Heatex Co., 748 

Helios Electric Lamps and Glass 
Works, 

Hewelectric Co., 

Hindle Smart & co, 639 

Hine Patents, 600 

Hoover, 451 

Horsburgh & Francis, 675 

Horsfield, F., & Co., 487 

Horsfield’s of Ashton, 72 

Horton's Radio, 36 

Humphrey & Butler, 188 

Hygienic Telephone Equipment Co., 


872 
Hyman, W., & Co., 72 
Ibbett Bros., 487 
Ikompel Signs, 224 
Industrial Humidifiers, 152 
Infra Cura, 36 F 
Institution of Television Engineers, 


101 
International Dilafone Co., 72 
International Electrolytic Plant 


639 
Ismay Cutting a 559 
James, T. F., 
Jessies (Penarth). 


Jockel, A. H., & Co. 
Jones, Henry 748 


Keith Engineering Co., 711 
Kerr, W., & Son, 748 
Kingsway Electricals, 819 


Lancashire Ventilating Co., 943 
Lane Radio (Birmingham), 748 
Latex Illuminations, 379 

Le Page, Rex, 675 

Lee Beesley & Co., 943 

instrument Laboratories, 


Lighting Service Radio Suppliers, 
379 


Lightplasties, 819 

Littledale, A. & R., 379 

Titz Wire, 344 

Lloyd, F. J., & Sons (Burnham), 


819 
Loan-a-Radio (Croydon), 819 
Loosleys, 675 
Luminous Electric Appliances, 487 
Luxram Electric, 
Lydford Radio, 675 
McHugh, A. S., & Co., 379 
MeNeils Radio, 675 
Magneto Service Co., 379 
Malvern Appliances, 272 
Marcroft Radio Co., 72 
Market Electric Stores, 523 
= Richards Machine Co., 451 
M.E.E., 559 


Micox "Rlectrical Equipment, 523 
Mining and Industrial Equipment, 
224 


Modern Radio (Cheltenham), 872 
Modinstal Electric Co., 943 
Moore, J. & J. D., 748 

Morris & Lester, 307 

Morton Industries, 523 


Neon Signs (Blackpool), 344 
Neon Supplies (Western), 908 
Newton Distributors (Manchester) 


523 
v= British Electric Welding Co. 
ll 


North-East Wires, 116 

North & Whistlecroft, 72 
Northern Electric (London), 711 
Northern Electrical Distributors 


N.R.H.S. (Eastern Count‘es), 819 
N.R.H.S. (Midland Counties). 7&3 
P.A., 415 

“Peace of Mind" Co., 152 
Player Distributing Co., 639 
Portable Combustion Machines, 98) 
Pride, 72 

Pullin, R. B., & Co., 379 
Quain, J., 272 

Electrical Developments 


Radioland, 943 

Radio Services (Essex), 152 
Radio Utilities, 943 
Radiovision, 523 
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New Companies—continued 


Ramsay, J.. 

Raworth, F., ir 943 

Raymart, 

Reason, R., & ~~" 675 

Retiexon (Sussex), 22 

Refrigerator and Special. 
ists, 224 

Reirigerator Rentals, 486 

Reval Radio Co., 379 

Reliance & Cables), 415 

Reo Radio, 5: 

Reslo (Sound 675 

R. & H. Electric, 379 

Rheostatic Co., 224 

Riuidiough, Frank, & Son, 5 

River Plate Electricity and Pacer 
Securities Corporation, 675 

Roberts Radio Co., 675 

Rocke International, 308 

Rogers Battery and_ Electrical 
Service Co., 116 

Roxatlex, 224 

Rugby Lamp Co. (1937), 307 


Safeguard Electrical Appliances 
(Dewsbury), 523 

Savoy Refr.gerator and Manufactur- 
ing Co., 188 

8.C.D., 188 

Scarborough, Mitchell & Co., 748 

Scottish Battery Co., 1 

Scottish Cables, 819 

Senior Motors (Finedon), 415 

Shippers’ Radio, 152 

Siemens- 
Co. (1.F.S.), 

Sign Maintenance, 

Sign Service (Pearce), 224 

Sign Services, 980 

Simmons, J. W. H., & Co., 

Sloan, T., 711 

Somers, Stockholm & Smythe, 486 

Speed Radio, 487 

Spellad, 225 

Spensers and Bi Radio, 152 

Stanton, H, 523 

Steljes Fire pH. end Electrical 
Appliances Co., 675 

Stone, W. 523 

Suffield. F.. (Radio), 379 

Super Vacs, 344 

Supreme Electrical Cut‘ing Machine 
Co., 600 

Taylor, Albert, (Manchester), 908 

Taylor & Clare, 344 

Teeanee, 72 

Telacoustic Syndicate, 675 

Television Rentals, 415 

Texaloom (Radio), 943 

Thomas, Sydney W., 523 

Tiny yy Lighting and 
Unit, 

Trafalgar ‘tiectrical Machinery Co., 


Elec- 


nufacturing 


908 


Power 


Turners (Epsom), 639 

Turners (Esher), 639 

Underfeed Stoker Co., 224 

Union Electric Co., 72 

Vae Shop, 224 

Vallence, Alec, § 

Vandervell, 

Vandervell, F. & P., 72 

Velox Electric, 943 

Vestric Lamp Co., 908 

Vietor, F.. (1937), 980 

Vitavox, 116 

Vosper’s Rad‘o (Plymouth), 908 

Vulean Accumulators, 225 

Walker, E. W., 272 

Walton, (Electrical), 

Walton Electric 675 

Weaver, T. E.. 415 

Welbeck Distributors. 225 

Electrical Laboratories, 

West Cornwall Refrigerator Co., 

Wholesale Electrical 
(Slough), 748 

Wholesale Electrical 
(Grimsby), 152 

Wireless Manufacturers a Trade 
Service (Western), 487 

Wire-Less Motors, 3879 

Woolley, J. W.. & Co., 486 


Zetur Radio Service and Television, 


Accessories 


Supplies 


Newspaper press, Modern, 809 
Newton & Wright’s new X-ray 
equipment works, 214, 938 
New Zealand, Cooker imports of, 179 
Nickel, Increasing use of, 60 
Nickel ore mining, 150 
Noise, Measuring. 627 
Noise in amolifiers, 
_ _ Williams, 325 
Nojse meters. by RB. G. 
A. J. King. 260 
Noise-proof testing 
French, 928 
Noise in svb-stations, Reducing, 186 
Normand Electric Co.'s new motor 
factory. 408 
Northamnton, 
at, 199 
Northants Agricultural Show. 971 
North-East coast, Electrical develop- 
ment on the, 63 
North-East Coast Electric Supply 
Companies’ Old Emoployés, 485 
Northern Treland. Electricity supply 
in. 670: J.1.C. for. 
North Lineolnshire and Howdenshire 
Electricity Co.: Exhibition, 26; 
_ Showrooms, 703, 809 
North Metronolitan Electric Power 
Snoplv Co.: New showrooms, 
=. 477: Coronation exhibition. 


by F. ¢. 
Churcher and 


laboratory, 


Modernised tannery 


THE ELECTRICAL 


Northumberland, Electrified estate 
in, 787 
North Wales, B.B.C. transmitter for, 


204 

North-West Midlands Joint Elec- 
tricity Authori 

Norway, School eating in, by 
Svend Anker Rasmussen, 129; 
Receiving sets in, 164; Heating 
experiments in, 455; New cable 
in, 527; Electrical trade in, 663 

Norwich, Developing rural areas in. 
838 


QBITUARY— 


Acland, R. L., 711 
Anderson, J. S., 450 


Appieyard, E. R., 711 
Aspinall, F. B., 378 
Aspinall, Sir J. A. F., 151 


Bacon, W. A., 711 
Bates, J. H., 223 
Batley, 8. T., 450 
Bennett, A. F., 783 
Brooke, Sir John, 558 
Browne, H., 71 
Byrne, H., 223 


Callender, G. G., 187 
Chadwick, R., 72 
Chamberlain, Sir Austen, 450 
Christie, J. Cathcart, 871 
Coates, Dr. W. M., 486 
Corbino, Prof. 414 
Couves, H. A.. 

Cuthill, A., 
Davis, Col. H. J.. 36 
Davison, E. R.,. 36 
Davy, A., 
Dence, 
Dobrée, A., 187 
Easthope, A., 35 
Field, J. H., 819 
Foad, W. J., 36 
Franck, H., 272 
Furse, W. J., 871 


Gartshore, J., 115 
Geddes, Sir Eric, 979 
Gerrard, F. B., 943 
Girdlestone, J. O., 343 
Gray, Mrs., 115 
Green, E. H., 151 


Hall, R. L., 943 
Harvey, G. A., 378 

Holden, Brig. Gen. Sir Capel, 522 
Holland, A. R., 783 
Hollingsworth, E. M., 
Hudson, E. W., 558 
Hunter, Sir George, 187 
Jackson, F. H., 27 
Jacobs, B. J., 711 
Janet, P., 522 

Jewel, C. W., 414 

Kips, A. J., 378 

Lang, P. A., 378 
Launay, P., 15i 


Laws, Prof. F. A., 343 
— Wing-Cmmdr. Sir Norman 
. D., 979 


McCandless, J., 674 
MacLeod, J., 871 
Manfredi, M., 36 
Meadowcroft, C. H., 223 
Merizzi, Dr. Ing. G., 783 
Merrill, E. B., 819 
Monnot, J. F., 711 
Morris, C. T., 819 
Murdoch, A. D., 711 
Newlands. J., 378 
Nielsen, F. C. C., 151 
Osborn, I. 8., 36 
Owen, W. H., 72 
Partridge, Sir Cecil, 307 
Payne, W. A., 783 
Powell, D. T., 71 
Roberts, J., 907 
Robertson, A., 486 


Scattergood, B. P., 115 
Segrave. M., 187 
Shaw, P. B., 378 
Sillar, A. M.. 414 
Stirrup, J.. 558 
Streatfield-James, 
Taylor, J., 223 
Taylor, W., 378 
Thomas, 


C., 151 


Councillor J., 486 
Tucker, 


Vandrey, J. 747 
Volk, Magnus, 819 
Wadsworth. H. P., 36 
White, H. G., 674 
Wightman, W. P., 450 
Wild, J. H., 871 
Willey, A. M., 223 
Williams, A., 819 


Office lighting, Modern, 739 

Offices, Electric lighting for works 
and, 901 

Off-peak supplies, by J. F. Elphick, 
655 

Oil cireuit-breaker failures, by ‘ Are 
Energy,” 763 

Oil-electric power, Progress of, 533 

Oil engine company's new premises, 
479 


Oil engine costs, 34, 119 

Oil refinery, Specialised, 159 

Old Cromptonians’ Association, 864 
Ontario power dispute settled, 300 


Oscillations, 
Oscillograph measurements, Cathode- 


Oscillography for all 
Overhead lines, 


Ozone for ventilating, 


Paris, 


REVIEW—INDEX 


Operation of steelworks, Economical, 


H. G. Weaver, 575 
Supersonic, 426 


ray, by 8S. Parker Smith, 16 
purposes, 434 
Lightning and, by B. 
L. Goodlet, 54, 104; Arc suppres- 
sion for, 223 


Overseas, British engineers, 313, 319; 


Domestic electrical progress, by 
Viola Ripley, 765 


Oxford, Electric baking at, 332 
Oxidation of 


fusible elements, by 
G. W. Nicholson, 500 
by E. R. 


Dolby, 324 


PALESTINE, Electricity in, 302; 
Electric wire production in, 513 
Decorative lighting in, 131; 
Domestic equipment exhibition 
in, 286; Lighting on a large 
scale in, by H. H. Maisonneuve, 
361; Distribution sub-station for, 
554; Home lighting exhibition at, 
691; Stage-lighting in, 764; Inter- 
national Railway Conference in, 


924 
Paris Exhibition, by 8S. H. Kahn, 962 
Paris Fair, 1937, 
Park Royal printing works installa- 


63, 591, 775, 803 


tion, 26 


Parkinson, G. R. J., Presentation and 


luncheon to, 


Parliamentary— 


Battersea extension, 476 
Bills advanced, 737 
Broadcasting interference, 590 


Broadcasting stations, New, 256 


Caledonian Power Bill rejected, 436 

Coal for the Leicester undertaking, 
436 

Coal for power stations, 256 

Commissioners and _ policy, 
tricity, 333 

Coronation floodlighting, 865 

Direct current supplies, 968 


East London electrification, 333 
Electricity charges London, 886 
Electricity supply, 4 

Electrification to cinders, 


Elec- 


333 
EJectro-filters, Use of, 629 
Empire broadcasting, 590 


Furnace products, Electric, 436 
Gas v. electricity in Council houses, 


404 

Gloucester, Supply in, 404 

Kent Electric Power Bill, 404, 886 
Lancashire Electric Power Bill, 333 
Live-rail controversy, 404, 436 
L.N.E.R. improvements, 931 
London trolley buses, 476 


McGowan report, 333, 404, 590 

Manchester electrification, 404 

Midlands, Suburban electrification 
in the, 404 


Naval engineer officers, 737 
Newcastle trolley vehicles, 333 
North Devon Electricity Bill, 629 
North Metropolitan Electric ‘Power 

Bill, 404 
Overhead lines, 590 
Power Bills, 476 
Power prices in South Wales, 737 
Powers of the Commissioners, 501 
Price of domestic electricity, 931 
Profits of undertakings, 256 


Rails, Live electric, 297 
Railway electrification systems, 436, 


590, 701 
Railway fatalities, Electric, 333 
Railway a. Electrification 


and, 
taceaniiendien of supply, 865, 886, 
96 


8 
Road lighting, 590 
Rotherham electricity supply, 931 
Sales and prices, Electricity, 968 
Sales of units, Generation and, 297 
Selected and non-selected stations, 


256 
South-East England, Electricity in, 


701 
“Speaking clock,”’ Use of, 664, 701 
Street lighting, 256 

Tax, New, 968 

Telephone progress, 297 

Television development, 590 
Trinidad, Electricity supply in, 297 
Trolley-buses in Southampton, 436 
Wessex Electricity Bill, 405 


Partridge, Wilson & Co.'s Davenset 
Works, Fire at, 443 

Patents, designs and trade marks, 
77 

Personnel problems in industry, by 
M. J. Railing, 802 

Phase displacement in interconnected 
systems, by . Golding, 19 

Phase shifting, by G. W. Stubbings. 
502 


Philco Radio and Television Corpora- 
tion’s new sign, 
Photography. Electricity in, by T. 
Thorne Baker, 45 
Photometry, Prec'sion, 378 
Physical Society Exhibition, 
Physics, Research in, 623 
Physies in industry, 430, 471 
Pig-iron production. 576 
Pilot cutter, Diesel-electric driven, 
540 


9, 100 


Plastic materials, New applications 
or, 

Plastic mouldings, 
American, 442, 59 

Platinum, Electrical uses of, by C. 
Johnson and R. H. Atkinson, 766 

Plugs, Vehicle-charging, 491 


of 


Plugs for bells and_ telephones, 
B.S.S. for, 673 
Plymouth, G.E.C. branch at, 336 


Poland, A.S.E.A. in, 900 
Poles, Erection of, by L. V. Turner, 
446 


4 
Poplar, Success of cooker scheme at, 
Portable drills for coal and stone, 
Grid arrangements at, 


Portugal, Electricity supply in, 165 

Post Office research, 857 

Post Ottice Telephone and Telegraph 
Convention, 941 

Potentiometer devices, 
application of, 502 

Power companies, Romance of the, 
by Sir James Devonshire, 463; 
H. A. Couves, 581; C. D. Taite, 
649; J. M. Donaldson, 721 

Power factor, Corvastng works, by 

A. Lochner, 291 
Power factor correction, Condensers 


Spheres of 


for, 722 
Power “a4 improvement, Aspects 
of, Strode, 799 


Power Battersea, 43; Break- 
down at Barking, 114; Lough- 
borough College, 165; Tir John, 
335, 623; Equipment at the AL, 
336 ; Bromborough, 355; Ce. 


and the Battersea, 448; Exton. 
sions at Watford, 503, 538; 
Boulder Dam, 621; Hell Gate, 
728; Southwick, 755 

Power station emissions, 803 


Power stations, Extensions of 
selected, 112; Fire precautions in, 
by F. C. Winfield, 259, 

Prague, All- electric flats in, 165 


Precious metals, 


Field for, 168 
Pressure vessels, Welding, by R. C. 
Young, 134 


Printing, Electric power for, 472 


Printing works installation. Park 
Royal, 26; Yeovil, 761; Change- 
over of a, 890 

Private Arrangements— 

Amalgamated Electrical and 


Lighting Equipment Co., 516 
Barker, J., 302 


Barrow, R. G. E., 667 
Bishop, H. C.,. 516 
Brooker, W. R., 741 


Chariton, L., 372 
Chariton Higgs (Radio), 705 
Drew, A. G., 372 
Fenwick, J. R., 705 
Hillier, A. R., 
H., 
Linsell, G. W., 
Neville & Joyce, 372 
Powdrell, W. F., 516 
Roddis, C., 372 
Service (Chester), 865 
Stephens, T. J., 516 
Universal Lamp Co., 302 
Webb, W., 668 
White, E. S., 777 
Williams, T., 936 
Vates, E., 936 
Private generation schemes, Steel 
works, 573 
Process work, Steam for, 586 
Progress of manufacturers during 
1936, 21 
Protecting transformers from surges, 
by E. Norris, 919 
Protection, Leakage trip, 652 
Protective multiple earthing, by 
H. G. Taylor, 587 
Public address equipment, 99, 177 
Public supply for steelworks, 571 


Public utility finance, by H. G. 
Howard, 130 
Publicity, Electrical, 300, 457. 592 


Pulverised fuel, by Vernon Walker, 
46 

Pyrometer equipment, Demonstration 
of electrical, 591 


Excavating machinery 


Quarey, Electric drive in a stone, 970 

Quebec, Electricity in, by E. M. 
Kensit, 68; Electric power com- 
mission for, 384 

Queen Mary, Main ont auxiliary 
machinery in the, 448 

Queensland, Electricity supply in, 126 


ACING indicator board, Grey- 
hound, 728 
Rack railway, Electrified, 
Radiant-heating surface 
by “ Entropy,”’ 135 
Radiator heating, 398 
Radio broadcasting transmission and 
television, Modern developments 


958 
in boilers, 


in, by Sir Noel Ashbridge, 319 
Radio fading, 
Green, 
Builder, 53 
Radio frequency, 
Radio 
of, 4 


Control of, by 
0. Pulley 


Standards of, 222 
interference, Measurement 


272 
740 
| 
— 
4 
— | | 
) : 
748 
— 
| j 
| Rogers, T 
= | 


x 


Radio receiver performance, 197 

Radio relay in cinemas, 20 

Radio resistance standardisation, 
728 

Radio servicing for technical schoo) 
teachers, 703 

Radio transmitting 
Daventry, 542 

Radio Wholesalers’ Federation, 704 

Railway, Electrified rack, 958 

Railway electrification, French, 536; 
Natal, 955 

Railway signalling, B.S.S. for terms 
used in, 70, 37 

Railway traction, Electric, 472 

Railways, South African, by E. C. 
Klopper, 915; Electricity on, 924, 
925 


plant ar 


Rawlplugs, Fixing with, 215 
Razor factory, Safety, 195 


Reactive VAh measurement, by 
G. W. Stubbings, 861 
Reactors, Current-limiting, by R. 


Charley, 393, 449 
Rectifier metering, by Dr. C. Dan- 


natt, 
Rectifiers, Lectures on mercury-arc, 
22 ; Booklet dealing with 


mercury- are, 528 
Refrigeration, Electric, by A. Bod- 
enham, 291; Domestic, by 
ww. T. Pinkney and A. J. 
Ryan, 841, 885; Case for, 928 
Refrigeration campaign, 299, 665, 864, 
971 


Refrigeration conference at Leeds, 


1 
Refrigeration luncheons, 934, 971 
Refrigerator Convention, 108, 181, 335 
Refrigerator factory extension, 
Refrigerators, Motors for, 
Making — at Chiswick, 438; Im- 
provements in domestic, 529, 531; 
Kitchen proving tests for, 934 
Refuse collecting vans, Electric, by 
T. M. Climie, 658 
Kegistered Electrical Contractors, 
143, 299, 441, 584, 666, 897, 933 
Reorganisation, 


Sharborn, 858 
Proposed, by H. 
Wilson, 926 
Repair work, by ‘‘ Works Engineer,”’ 
960 
Research, Electrical, 206; Industrial, 
255, $2 


Relay, 


Resin, Laminated synthetic, by A. E. 
Williams, 767 

a Synthetic, by G. J. Taylor, 
34 


Radio, 
lighting installation, 8638 


Resuscitation, Electric shock and 
methods of, 537 


standardisation, 


Returns of Electrical Companies— 


Accurate Recording Instrument 

Adamson, G. L., 524 

Adelaide Electric Supply Co., 641 

Aerialite, 712 

Air-Way, 908 

Alder Electrical soem, 524 

Alger, R., & Sons, 784 

Allam, E. Py. & Co., 944 

Allbright Electric Co., 416 

Amcolite. 675 

Amesbury Electric Light & 
General Supply Co., 944 

Anglo-Portuguese Telephone Co., 


641 

Anti-Attrition Metal Co., 784 

Anti-Vibration Electric Lamp Co., 
784 

Apparatus Manufacturing Co., 600 

Are Manufacturing Co., 944 

A. R. C. Motors, 188 

Archer Electric, 415 

Artic Fuse and Electrical Manu- 
facturing Co., 872 

Arvin Electric, 711 

Ashton Electrical Co. (Preston), 
225 

Associated Construction and 
Power Co., 273 

Associated Electrical Industries, 
820 

Associated P. A. Equipment, 980 

Associated Utilities, 524 

Astralite Electrical Products, 523 

Automatic Electrical & Mechani- 
cal Controls, 944 

Avenue Electric Co., 380 

Barbados Electric Supply Corpora- 
tion, 117, 676 

Bargate, R. A., 944 

Barton, Claude B., 153 

Barton & Sons (1935), 117 

Battery Maintenance, 73, 380 

Baxter & Caunter, 524 

Bedford Park Transmission, 487 

Beethoven Radio, 

B. E. I., 944 

Belplastic 416 

Berkeley Electrical Engineering 
Co., 6 

Berkeley & Young, 487 

Betts, William M., 819 

Birmingham Insulators, 308 

Blythe & Marden, 37 

Bolton Electrical Traders, 188 

Bournemouth and _ Poole 

Bowker, 8. 

Bray, E. N. 

Bray, Markham & Reiss, 712 

Brentwood District Electric Co., 


Elec- 


Brentwood District Electric In- 
Stallations, 116 


Returns of Electrical Companies— 


continued 


Brilliant Neon, 415 

Britannia Electric Lamp Works 
(1934), 676 

British Acheson Electrodes, 523 

British Aluminium Co., 641 

British Automatic Refrigerators, 
944 

British Blue Spot Co., 415 

British Brown-Boveri, 640 

British Electrical Engineering Co., 
487, 523 

British Electrical Export Co., 67. 

British Foreign and Colonial Auto- 
matic Light Controlling Co., 


748 
British Home and Office Telephone 
Co., 153 
British Insulated Cables, 641 
British Mechanical Productions, 


641 
British Radio Corporation, 640 
British Radiophone, 416 
British Relay Wireless, 153 
British Rola Co., 416 
Broadmead Wireless Co., 607 
Brown, 8. G., 
Brown & Co. 
eers), 344 
Brunwec, 117 
Buckrose Light and Power Co., 117 
Burke & Co., 675 
Burslem’s Patents, 487 
Bustler Electric Co. (London), 712 
Bylock Electric, 117, 153, 225 


Cablon, 188 

Cam Electrical, 153 

Camberwell Relay Service, 712 

Camille Espir, 308 

Campbelltown and Mid-Argyll 
Electric Supply Co., 641 

Cannon, W. G., & Sons, 676 

Carmarthen Electric Supply Co., 
748 

Carrington & Button, 600 

Cawnpore Electric Supply Corpora- 
tion, 116 

Celestion, 784 

Central Distributors, 116 

Central Electrical Engineers Acces- 
sories Supply, 379 

Century Lamps (London), 820 

Charlton Higgs (Radio), 272 

Cherry-Burrell, 308 

Cheshire Cables, 153 

Chesters, A. G., 908 

City of Buenos Ayres Tramways 
Co. (1904), 820 

Coates & Co. (Harrogate), 380 

Community Radio (1928), 523 


487 
(Electrical Engin- 


Consolidated Electrical Supplies, 
676 
Conway, James, & Co., 116 


Corwen Electric Light Co., 524 
County of London Electric Supply 


Co., 980 
Coventry Radio Relays, 380 
Cramill Electric Co., 524 
Crosland, 380 
Croydon Engineering Co., 153 
Curtis Manufacturing Co., 524 
Darbyshire, R., 72, 117, 416, 675, 
819 
Davis, Syd, (West Bromwich), 188 
Dawson, R., & Son (Stalybridge), 


944 
Dean & Noble, 380 


Devereux, Moodie & Co., 380 

Devon Electric & General Services, 
675, 820 

Dewhurst, E., 640 

Dickinson Electrical Manufactur- 
ing Co., 559 

Display Construction Co., 675 

Dizer, M. C., 37. 784 


Domestic Electrification, 153 

Donovan Electrical Co., 153 

Dorman & Smith (1937), 944 

Drake & Gorham, 676 

Dugdell, J.. & Co., 379 

Dunmow Light and Heat Co., 416 

Dunoon & District Electricity Sup- 
ply Co., 116 

Durham Distrit Electric Trac- 
tion Co.. 487 

Dynameg, 559 


East Suffolk Electricity Distribu- 
tion Co.. 117 

East Yorkshire Relay Co., 225 

Feo Power. 524 

Egyptian Power Syndicate, 416 

Eleap, 153 

Flectra (Birmingham. 1935), 37 

Flectraulic Presses. 712 

Flectric Dryers, 225 

Electric Heaters, 980 

Flectric Reduction Co., 380 

Electric Supplies (Bloxwich), 676 

Electric Supply Corporation, 944 

Electrical Appliance Investment 
Co. (Cornwall), 487 

Electrical Equipment Co. 
(Leicester), 416 

General Development 


— Manufacturing & Plating 
Electrical 


Co., 
Electrical & Radio Products (1931), 


Measuring Instruments 
784 


Electrical & Steam Appliances, 487 
Electrical Switchgear & Associ- 
ated Manufacturers, 451 

Electricars, 676 
Electricity Co. of Macclesfield, 117 
Electricity Services, 189 
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Returns of Electrical Companies— 
continued 
Construction Co., 


Electroservice, 416 

Elektra Porcelain, 225 

Ensign Lamps, 784, 944 

Erimus Electrical Factors, 344 

Erlco (Electrical Services), 641 

Eureka Vacuum Cleaner Co., 380 

Ever Ready Electric Bulb Co., 380 

Ever Electric Carbon 'Co., 
640 


Everything Electrical, 273, 944 
Excel Electrical Equipment Co., 
9 


Falshaw, R., 676 
Featherstone, H., 37 
Ferguson, H., & Co., 272 
Ferranti, 188 

Finnell System, 37 
Forward Electric Co., 37 
French, B., 524 
Furness Electrical, 116 


Gambrells, Rowse & Snoaden, 117 
Garrett, R., 3 

General Accessories Co., 524, 600 
General Wireless Relay Co., 712 
Gent & Co., 980 

Gilbey Electrical Co., 225 
Girdler, E., 675 

Godden, John, (Stoke), 225 
Goldhawk Electric Co., 944 
Gorseinon Electric Light Co., 980 
Grierson, 524 


Hackbridge Cable Co., 872, 908 
Hailwood & Ackroyd, 600 
Hall, E. A., 225 
Hall, J. :. & Co., 117 
Halliwell & Co., 273 
Hare, Sydney R., & Sons, 784 
Harries Thermionics, 819 
Hawker, G. 8., 273 
Hellesens, 524 
Henderson’s Electrical 
& Radio, 7 
Hendon Electric 944 
Hewittic Electric Co., 18 
Heywood Relay 117 
Hibernian Gas & Electric Invest- 
ments Co., 676 
Highgate Cable 
Co., 415 
High Vacuum Valve Co., 820 
Hill, George, & Co., 153 
H. O. Electrical Manufacturing 
Co., 189, 524 
308 


Holder, J., & Co., 

Holophane, 189 

Hope's Heating & Lighting, 73 

Horley & District Electricity 
Supply Co., 73 

Howes, W. L. R., 416 

H.P. Electrical Co., 380, 523 

Hulme’s Radio Services, 676, 944 

Hume Atkins & Co., 416 

Hyman, W., & Co., 820 

Ignition & Electrical Services, 416 

Insular Electric Lamp Works, 676 

Inventum Electrical Appliances, 


& Engineering 


380 
ie of Thanet Electric Supply 


0., 
Ismay Cables, 451 
Johns, T. M., & Co., 37 


Kartret Switchgear Co., 712 
Kavanagh, J. E., (Birmingham), 
1 


88 
Kego Electric Co., 344 
Key & Dawson, 308 
Killamarsh District 
Supply 73 
Kniveton Cabie Works, 944 


Lacy-Hulbert & (1921), 872 

Lambert, 

Lambert, W. & A @ 908 

Lamp Manufacturing & Railway 
Supplies, 524 

Lancashire Dynamo & Crypto, 641 

Lancashire Electric Light & Power 


Co., 451 
Lancashire United Transport «& 


Electric 


Lee, George R., Co. 
Leominster Electric 


116 

Lithanode Co., 487 

Litholite Insulators & St. Albans 
Mouldings, 523 

Llangefni Electric Light & Power 
Co., 676 

Liansilin Electricity Co., 600 

London Electric Appliances, 600 

London Electrical Co. (Sherborne 


“Supply Co., 


Lane), 153 
London’ Electrical & General 
Trust, 


London & Provincial Electrical Co., 


London Relay Wireless, 272 
Lystan Products, 3' 


Macfarlane Electrical Co., 980 
McGaff & Vickers, 416 

MeMichael Radio, 944 

McNaught (Lamps), 116 

Magna Wire & Cable Co., 
Magnerator, 944 

Magnetic & Electrical Alloys, 398 
Magnoid (Bristol), 944 

Marshall, R., 273 

Mawdsley’s, 116 


Maxim Lamps, 415 
Mek-Elek Engineering, 748 
Mersey Cable Works, 73 
Metalite Co. 153 
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Electric Supply Co, 


Mickleburgh, 
Midland Counties *plectrie Supply/ 


Co., 487 
Midland Electrical Manufacturing 


Mid- Liteolnshire Electric 


Milliwatt Heating Pad, 37 


Supply 


Milton & Barton-on-Sea (Hants) 


Electricity Supply Co., 416 
Mitchell Electric Co., 380 
Modern Productions, 273 
Moore, C. F. P., 78 

Morris, H. R., 225 

Morton Industries, 748 
Mosbrough Electric Supply Co., 4 
Mottershead & Deason, 675 
Muirhead & Co., 380 

Mullard Wireless Service- Co., 2 
Multitone Electric Co., 523 
Murphy Radio, 37 


Musselburgh & District Electric! 

Light and Co., 980 
Naylor, A. E., ot 
Luminous Tubes (Lund Signs), 
Neon (Portsmouth), 523, 712 | 
Neosid, 528 
New Era Time and Telephone Sys. i 

tems, 415 
Newmarket Electric Light Co., 94 
Newton Distributors (Manchester), 
Newtons of Taunton, 308 if 
Nicholas, G. A., 380 NN 
Nivalight (1928), 415, 487, 523, 55)” 
— Electrical Co. (Grimsby), 4 
North Metropolitan Power Station 4 

Co., 451 5 


North” Electric Supply 


784 
North Wales Power Co., 641, 7ll/_ 
Oriental Telephone & Electric Co.) 

9 


Oxford Radio Supplies, 273 


Page & Girling, 344 

Paragon Electric Cleaners, 37 

Parsons & Hodges, 37 

Pearl & Pearl, 225 

Peerless Electrical Manufacturing 
Co., 944 

Perak River Hydro-Electric Power 
Cc 308 


0., 
Peress, J. S., 380 
Perkins Radio Service, 273 
Permaheat Cushion Co., 18) 
Phileo Eastern Distributors, 784 
Pheenix Dynamo Manufacturing Co., 


676 
Photogra nag Electrical Co., 273 
Plessey 1 
Plucknett, oe. J., & Co., 
Plymouth’ Rediffusion 784 
Polchar’s Wireless, 380, 
Pollard & Smith, 


153 
Electric & Cold Storage) 


0., 675 
Portsmouth Central Wireless (o., 


Power Centre Co., 908 

Power & Traction Finance Co., 18? 

Prangnell Partners, 559 

Premier Electric Furnaces, 523 

Price’s Electrical Supplies, 153 

Private Telephone 
380 


Radenite Batteries, 153 
Radiant Electrical Co., 
Radioptics, 273 
Radioquipment Finance, 523 
Radiosetz, 944 

Randow, A., 641 

R.A.P., 820 


Ratcliff (Electric), 308 
Raworth, Frank, 415 
Ray-Burn Electrics, 980 
Read & Morris, 189 
Record Electrical Co., 600 
Reo Radio, 944 

Reyrolle, A., & Co., 676 
Rheostatic Co., 


308 
Ricardo & Co., Engineers (1927), 
344 


Ridley, H. H., 188 
Ringmer & Co., 


117 
Roberne Electrical Sup ag Co., 
Robinson, Lionel, & 


Robinson & Hands Electric Co., 559 Fi 


Rolyat Radio (Tooting), 676, 872 
Roots, C. P., 189. 676 


“ Ros-Rol’ Products Co., 784 
Rose, Norman, (Electrical), 44 
Rotapex, 820 

.8.C. Radio, 


Russell Wood (Barnet), 872 
Ryder, W., 640 
St. mn & District Electric 
ghting & Power Co., 712 
St. Meee s (Scilly) Electricity Sup- 
ply Co., 676, 711 
Salcombe Gas ‘& Electricity Co. 


Salisbury Electric Light & Supply 
Sassoon, 8., & 
Satchwell, T. | 

Supply ‘stores (Wireless), 


Scott’s Radio Houses. 


Electric, 675, 872 

Selfix Electric Co., 712 

Shardlow Electric Wires, 676 
Shirebrook Electric Supply Co., 559 


& Electric Co.) 


-~ 


44 
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(Manchester), 
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ctric Supply 


Co., 641, 711), 
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, 273 


1ers, 37 
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273 

hion Co., 18) 
putors, 784 
acturing Co., 
| Co., 27: 


188 
Service, 784 


‘old Storage 


Vireless Co., 


ince Co., 189 
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ces, 523 4 


jes, 153 
Electric Co., 


523 
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pers (1927), 
188 
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08 
Light 
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Shoreham & District Electric Light- 
ing and Power Co., 117 

Signs of the Times, 308 

Silvagrey Electric, 308, 980 

Simmonds & Stokes, 640, 980 

Simplex Conduits, 380 

Simplex Electric Co., 380 

Simplex Electric Switchgear, 344 

Small Power Dynamo & Motor Co., 
524 


Solectric, 820 

South Bedfordshire Lighting & 
Ignition Co., ‘0 

South Beds Electrical Finance, 748 

South Cumberland Electricity 


Supply Co., 117 
Southport Electrical Services, 308 
South Somerset & District Elec- 
tricity Co., 117 


Space Heating, 153 

Splendor Lamp Co., = 

Stella Conduit Co., 

Sterling Works (Dagenham), 908 
Stirling 

Stokes, E. C., 

¥., Lighting and Radio, 


. H. A., 

Sun Electrical Co., 

Super Radio (Whitechapel), 872 
Supremus Specialities, 308 

Sussex Electricity Supply Co., 1 
Switchgear & — 601 
Switchit Service, 416 

Sykes, R., Interlocking Signal 


Co. 
Synchromatie Time Recoraing Co., 
8' 


Tel-a-lite & Accessories, 189 

Telephone Co. of Pernambuco, 344 

Thermics, 748 

Thurso & District Electric Supply 
Co., 641 

Townlia Electrical Co., 4 

Towyn, Aberdovey & District Elec- 
tricity Co., 37 

“Trade ’’ Signs, 380 

Trafalgar Engineering Co., 

Trent Valley & High Peak oo 
tricity Co., 117 

Trulite, 273 

Truphonic Radio, 785 

Trutolife Television Co., 908 

Tubelight Holders, 785 

Tubes, 380 

Tungsram Electric Lamp Works 
(Gt. Britain), 559 

Turner, E. 189, 380 

Twentyman « Willmott, 676 


Union Radio Co., 415 
Universal Electric Supply Co., 225, 
2 


8 

Universal Electric Time & Tele- 
phone Systems, 819 

Universal Metal & Neon Works, 820 


Vandam, A., & Co. 
C. A., 416 

Vaughan Crane Co., 153 
Venner Time Switches, 524 
Venus Radio & Electrical Co., 273 
Vio-Ray Electric Co., 980 
Vuleo Dry Battery Co., 748 


Walsall Electrical Co., 379 
Walter, Wm. G., (Bath), 819, 748 
Ward, Harold F., 272 


Ward, Herbert, 225 
Warren Bros. (Middlesbrough), 273 
37, 344, 601 


Watamps, 37 
Watliff Co., 

Wembley Radiffusion Service, 415 
West Devon Electric Supply Co., 
9 


44 

West of England Electric Invest- 
ments, 676 

West Gloucestershire Power Co., 


601 
vor Electric Lamp Co. (1933), 
Western ggg Power Co. 
(Liverpool), 7 
Western Supply Co. 


273 

Westmorland & District Electricity 
Supply Co., 117 

West (Witton Electric Supply Co., 


Wigtownshire Electricity Co., 117 
Wilkinson, Bentley & Co., 
Willet & Robinson, 308 

Wired Wireless, 675 

Wireless Engineering Co. 
thorpe), 944 

Wireless Instruments (Leeds), 73 

Wireless Rentals (Northampton), 
872, 944 

Wirewell Electrical & Radio In- 
stallations, 380 

Witton-James, 676 

W. R. C., 784 

Wycombe Electric Light 
& Power Co., 487 

Yorkshire Telephone Systems, 711 

Yorkshire Traction Co., 


Zenith Electric Co., 748 


(Scun- 


Rex Meters new factory, 776 
works for making 


Ripaults, Ltd., 
flexible cabies, 442 

Road lighting, Country, by J. G. 
Park, 5% 

Roc: sate Electricity showrooms at, 
1 

Roch electrification scheme, 
78 


Rolling mill drives, Reversing, by 
H. S. Carnegie, 612; by 
E. Taylor. 614; by 


W. B. Green, 616 
Roliing mill work, Heavy, 607 


THE ELECTRICAL 


Romance of the power companies, by 
Sir James Devonshire, 463; H. A. 
Couves, 581; C. D. Taite, 649; 
J. M. Donaldson, 721 

Royal Naval Air Service Old Com- 
rades’ Association, 306 

Royal Society annual conversaziones 


and exhibits, 
Royal Tournament, Electrical display 


at, 
Rubber, New material like, 671; Price 


ot, 
Rubber manufacturing processes, 459 
Rudkin, Hallewell works, Switchgear 


at, 390 
Rugby Coronation carnival, 811 


Rumania, Electric steel furnaces 
in, 513 

Rupturing capacity, by W. G. 
Briggs, 162 

Rural areas, Protective multiple 
earthing in, 587; Developing, by 
V. A. Pask'and R. W. Steel, 838, 

Rural electrification, by G. V. 
Harrap, 


Rural Switchgear for, 390 
Rural street lighting, 


Rural supply networks, by J. G. 
Park, 4 

Rural systems, Earthing in, by J. 
leCombe, 257 


Si Pancras church floodlighting, 

68 

St. Pancras Town Hall, Heating in- 
stallation at, 959 

Safety in mines, 399, 556 

Salaries, Demonstrators’ 


women’s, 811 
are Electrical 


and sales- 


Sales conference, 
Engineering Co.’ 

Salesmanship and service training, 
157 


Training electrical, 176 


Salesmen, 
salaries, Demonstra- 


Saleswomen’s 
tors’ and, 811 

Salford Electrical Instruments fac- 
tory extension, 7: 

vee! Refrigerator and Manufactur- 

ing Co.’s works at Chiswick, 438 

Scandinavian electrical trade, 663 

School heating in Norway, by Svend 
Anker Rasmussen, 129 

Science and Building Exhibition, 370 

Science Museum report for 1936, 973 

Scientific and Industrial Research 
Annual report of the Department 
of, 255 

Scientific and technical books, 823 

Scotland, Electricians’ wages in, 26; 
Empire Exhibition, 369; Electric- 
ally operated bridges in, 589 

Scott, W. H., Presentation to, 773 

Scottish Building and Housing Ex- 
hibition, 443 

Seottish Cables, Ltd., 932 

Scunthorpe, New electricity 
rooms at, 703, 809 

Seed treatment by electricity, 817 

Selected station owners’ views on 
the C.E.B., 466 

Selected stations, Extensions of, 112 

Service and sales training, 157 

“Sharborn’”’ relay, 858 

Sheet and strip, Manufacturing, 609 

Sheffield Bursary Fund, 

Sheffield contractors urge periodical 
inspection. 934 

Ship Vigia, Diesel-electric, 540 

Shipping plant at Jarrow, Coal, 351 

Ship’s auxiliaries, 448 

Ships, Stoker power in, by G. T. 
Marriner, 260; Wireless equip- 
ment in, by Cmmar. F. G. Loring, 
W. L. McPherson and W. H. Mc- 
Allister, 360; Telephone systems 
on, 550, 667; Turbo-electric, 978 

Shock, Electric, by Dr. 8. W. Fisher 
and G. M. Harvey, 537, 

Shoeburyness, New showrooms at, 


show- 


| industry, Machines in 

e 

Short circuits, Measuring the dis 
tance of, by J. Schneider, 347 

Showroom lighting, London, 27 

Showrooms: Birmingham, 370; 
63, 107; Cardiff, 932; Chiswic 
548; Cleethorpes, 703, 774; Congle- 
ton, 263; Croydon, 703; Edin- 
burgh, Elexcel. Finch 
ley, 668; Friern Barnet. 301; 
General ‘Electric Co., 213, 336; 
Hatfield, 477; Huddersfield, 178; 
Isle of Thanet Electric ity Supply 
Co., 299; Kent Electric Power 
Co., 179; Margate, 299; Middles- 
brough, 899; North Lincolnshire 
and Howdenshire Electricity 
Co., 703, 809; North Metropoli- 
tan Electric Power Supply Co., 
301, 477; Plymouth, 336; Roches- 
ter, 179; Scunthor 703, 809 ; 
Shoeburyness, 369; Southend, 369; 
170; Worthing, 
08. 

Side streets, Lighting of, by H. Lin- 
ard, 854 


Sign’ New Philco, 64 

Sign company’s publicity, 592 

Signalling, B.S.S. for terms used in 
railway, 70, 

Slip-rings, 22 

Small house, Electricity in the, by 
G. S. Watts, 723 

Smaller undertakings, Opposition of 
the. 202; Merging of, 

Smethwick Electrical Exhibition, 630 

Smoke particles, Measuring, 176 

Snell, E., & Co. works, Diesel-driven 
plant at, 761 

Snuggs, H., & Co.’s centenary, 142 


REVIEW—INDEX 


Coty of Irish Electrical Traders, 


Solihull carnival, 897 

Sound-film devices, New, 156 

Sound film reproduction, Improved, 
506 


South Africa, Cable factory in, 108; 
Licensing of electricians in, 144; 
Tenders to, 178; Shortage of en- 
gineers in, 550; Mining equipment 
in, 775; Rai aways in, by E. 
Klopper, 915; ilway electrifi- 
cation in, 955; Electrical imports 
of, 969; Electric washers in, 970. 

South African Convention report, 485 

Southampton Docks Handbook, 1937, 


479 
Southend Corporation showrooms at 
Shoeburyness, 
Southport electricity 515 
Shields Electrical Exhibition, 


South” Somerset and District Elec- 
tricity Co.’s publicity, 300 

South Wales trading estate, 370 

Southwark Commercial Library, 933 

— power station extensions, 


Speculation on the future, by H. M, 
Drake, 951 

Stage-lighting in Paris, 764 

Stand-by plant, Quick starting, 643 

Standard electrical glossary, 40 

Standard Motor Co.’s new lighting 
installation, 592 

Standards, Erecting lighting, 446 

Star Brick and Tile Co. adopts elec- 
tric drive, 359 

Starters, Booklet on, 26 

Stator, Handling an '82-ton, 514 


Stators for small motors, by S. F. 
Philpott, 883 

Steam Holler maintenance, by L. M 
‘ockel, 623 


Steam for process work, 586 

Steam generators, by Prof. A. L. 
Mellanby, 207 

om line joints, by W. B. Shannon, 


Steam plant, Welded, 689 

Steel, Iron and, 567-580, 607-620 

Steel furnaces in Rumania, Electric, 
5 


13 

Steel and iron investigations, 693 

Steel making, 578 

Steel mill film, 

Steels for superheaters, 191 

Steelworks, Large electrical installa- 
tion in a, 27; Modern practice 
in, 567; Supply and distribution 
to, by ’p. F. Grove, 569; Public 
supply for, 571; Private genera- 
tion schemes for, 573; Economical 
operation of, by H. G. Weaver, 
575; Electricity in, 607-620: 
Auxiliary drives for, by H. Niel- 
sen, 618. 

Stoke-on-Trent, Progress at, 401 

Stoker power in ships, by G. T. 
Marriner, 260 

Stone, Portable drills for coal and, 
260 


Stone quarry, Electric drive in a, 970 
Storage battery, Industrial, by H. G 


Brown, 648 

Storage heating, Local, by L. 
Shand, 541; Thermal, F. Cc. 
Allen ‘and 'W. Parker, 834 


Storage plant in oh oy Thermal, 
859 


Storage system for off-peak supplies, 
Utilisation of thermal-, 

Strains in welding, Residual, by 
H. EK. Lance Martin, 624 

Street lighting, by E. W. C. Day, 
134; Improved Fulham, 224, 300; 
Bournemouth, 272: Future of. 
433; Real aim of, 527; Rural, 534 

Street Lighting Conference, 858 


Streets, Lighting of side, by H. 
Lingard, 854 
Strip mills. Electrical equipment for 


wide-, by W. E. Taylor, 614 
Strip and sheet. Menufacturing, 609 
Stroboscope, Electric-discharge, 507 
Sub-station in Paris, Distribution, 

554 


Sub-stations. Reducing noises in, 
186; Underground, 

Superheaters, Steels for, 191 

Supersonic oscillations, 426 

Supply __finarive. Electricity, by 
Accountant,”’ 288 

Supply network problems, Solving, 
184 


Electricity, (05, 624 
Surges, Protecting transformers 
from, by E. T. Norris, 919 
Sweden, Co-operative lamp manufac- 

ture in. 504; Electrical trade in, 
663; Electrical exports of, 899 
Swimming baths, Halifax, 665 
Switches, Making small, 729 
Switchgear. Safe, by C. J. O. Gar- 
rard. 427; Air drying for, by 
R. R. Belbin, 505 
Switchgear agreement, 299 
Switchgear fire risks, by A. J. 
Nicholas, 127 
Switchgear for rural schemes, 390 
Switzerland. Heating Bern Hospital. 
448; Cremation furnaces in, 
673; Electricity supply in, 730; 
Electrified rack railway in, 958 
Sydney electrical plant dispute, 405, 


Supply statistics, 


Symbols for communications, B.S.S. 
for graphical, 

Synthetic resin, Laminated, by A. E. 
Williams, 767 

Synthetic resins, 
134 


by G. J. Taylor, 


Te. Electrical drive in a, 

Tannery works, Diesel-driven power 
plant at 

Tariff, Standard domestic, by D. J. 
Bolton, 391; Towards a national, 

by D. J. Bolton, 687 

Tariffs, Electricity supply, by 
J. F. M. Mellor, 207; Domestic 
load and, by J. oi Sumner, 397, 
432; —— in and around London, 
585; Multiplicity of, by F. R. 
Jervis, 771 

Aluminium production in, 

Tea factory, 


by H. 
Crownshaw, 
Teachers, Courses for technical, 342 
Technical and scientific books, 823 
Technical terms, Too many, by C. R. 
Cosens, 161 
Telegraph material, B.S.S. for, 177 
Telegraph and telephone traffic, In- 
creasing, 519 
Telephone expansion in the London 
region, 298 


Power in a, 


dquarters, 


P Birming- 

ham, 166 
Telephone systems on ships, 550, 667 
Telegraph Convention, 


P.O., 
Telephone and telegraph traffic, In- 
creasing, 519 
Saneee, Carrier cable, by Col. 
S. Angwin and R. A. Mack, 


Telephony in gaseous atmospheres, 


Televising the Coronation proces- 
sion, 731 

Television, Modern developments in 
radio broadcasting transmission 
and, by Sir Noel Ashbridge, 319; 
High-definition, 472 

Television cable, Special, 889 

— Engineers, Institution of, 


Television Exhibition, 906, 918 


Television images analysed, 623 

Temperature control, Industrial, 207 

Temperature regulation in small 
chambers, 693 

Tennessee Valley Authority, Check 
on the, 51 


Territorial recruiting, 335 

Testing, High-voltage d.c.. by F. 
Stretton Smith, 133; Two-wire 
meter, by G. E. Moore, 212; 
Circuit-breaker, 349; Electricity 
meter, 941 

Testing apparatus, Insulation, 75 

Testing electricity meters, by J. 


Bailey, 499 

Testing equipment, Meter, by R. A. 
Westbrook, 727 

Testing French noise- 


laboratory, 
3 
Congress on, 413, 


by J. 


» 92 
Testing materials, 


Testing prepayment meters, 
Bailey, 164 
Thermal storage heating. by F. J. C. 
Allen and W. C. Parker, 834 
Thermal storage plant in London, 859 
Thermal storage system for off-peak 
supplies, Utilisation of, 655 
Time-switch developments, 
and, 
Tin consumption, 498 
Tinplate by deposition. Making. 734 
Tir John power station, Lighting at, 
335: . by J. W. Burr, 623 
Torquay. Assisted wiring at, 178 
Totalicators at Harringay Stadium, 


Meter 


Tours, Technical. 970 

Tower wagons. Electric. 934 

Town Hall. Heating installat‘on in 
St. Pancras. 959 

=? marks, Patents, designs and, 
72 


Traftic signals, Ray-operated, 219 

Training electrical salesmen, 176 

Training of engineers, 739 

Tramcar, Improved Glasgow, 375 

‘lramcars, Silent, 44 

Tramways Association, 707 

Tramways, Light Railways and 
Transport Association, 688, 925 

Tramways, Light Railways and 
Trolley Vehicle Undertakings’ re 
turns, 148 

Transformer for Australia, Large, 178 

Transformer chambers, Current-, by 
H. Hurworth, 287 


Transformer ratios, Changing, by H. 
Diggle, 324 

Transformer tap-changing, 361 

Transformer with special features, 
Furnace, 900 

Transformers, Standard, by S. H. 


Hemsley, 691; Distribution, by 
Transformers for metering, Current, 
by A. Hobson, 760 
Transformers from surges. 

ing, by E. T. Norrts, 919 
Translators and interpreters, List of, 
593 


Protect- 


Transmission engineering. 464 
Tr nt, Power, 205 
North 


Transmitting station for 
Wales, New B.B.C., 204 
Transport of goods by road, 214 
Transport problems discussed, 925 
Trolley-bus?, Why not the, 121 
Trolley-bus maintenance school, 704 
Trolley-bus system for Canton, 591 


Trolley-buses, Returns of Tramways, 


Light Railways and, 148; Lon- 
don’s, by T. E. Thomas, 397; 
British for Canada, 480 


Tunnel traffic, Counting, 200 


= 
= 
| 
| 
, 808 


Turbine operation, Hydraulic, by 
A. G. L. Gerard, 

Turbine research and production, 62 

Turbines, Water, by A. A. Fulton, 
657 

Turbo-electric liners, 978 
LSTER Radio Traders’ Associa- 
tion, 441 

Undertakings, Opposition of the 
small, 202; Merging of small, 956 

United Kingdom electrical exports, 
imports, 475 

United States, Silent tramears in, 
44; Pulverised fuel in, 46; Check 
on the T.V.A. in, 51; Supply net- 
work problems in, 184; Municipal 
enterprise in, by F. Johnstone 
Taylor, 326, 413; Film of steel 
mills in, 337; Electrical exports 
of, 367, 737, 934; Domestic appli- 
ance sales in, 407; Lamp imports 
of, 513; Domestic appliance trade 
of, 514; Conditions in the, 547; 
Electrical equipment of wide 
strip mills in, 614; Electrical im- 
ports of, 667; Alterations at Hell 
Gate, 728; New lamp from, 739; 
Bridge lighting control in, 745; 
Hydro-electrie projects in, 788 

University College Engineering 
Society, 502 

University College Hospital 
sion, Electricity in the, 317 

University of London, Electrical ser- 
vices in the new, 423 

Urban distribution, Views on, by J. 
Eccles, 104 

Uruguay, Electricity supply project 
in, 


exten- 


THE ELECTRICAL REVIEW—JNDEX 


Utensil factory, Extended, 263 
Uxbridge, Cable bridge at, 374 


Vacuum cleaner works fire, 738 


VAh measurement, Reactive, by 
G. W. Stubbings, 86 
Vectors in a.c. work, by G. W. 
bings, 
Vehicle-charging plugs, 491 
Vehicle for railway delivery work, 
Electric, 667 
Vehicles, West Ham electric service, 
108; “Exide” display, 369; 
Electric refuse collecting, 
T. M. Climie, 658; Electric 
at the I.M.E.A. Exhibition, 85% 
Ventilating, Ozone for, by E. 
Dolby, 

Vibration, Measuring engine, 362 
Vigia, Diesel electric driven pilot 
cutter, 540 
Voltage in houses, 
Gilbert, 357 
Voltage regulators, 

coil, 


AGES, 
workers’, 


Stub- 


Medium, by T. C. 


Large moving- 


Electricity supply 
405; Engineers’, 972 
Wages in the cable-making industry, 
143, 369, 478, 666, 809, 972 
Wages in the electrical contracting 
industry, 897 
Wales, B.B.C. transmitter tu serve 
North, 204; Large brickworks 
adopts electric drive in, 359; Tre- 
forest Trading Estate in South, 
develop- 


370 
Walthamstow, Electrical 


ment at, 170 


Washer and wringer, Chart of elec- 
tric, 

Washers in South 
970 

Water heaters, Converting, by C. K. 

Nidd, 882; Improvements in, 954 

Water heating, Domestic, by F. 
Newey, 855 

Water power capacity in Canada, 
Development of, 111 

Water power plant, Italian, 689 

Water turbines, by A. A. Fulton, 657 

Waterlow and Son’s printing works 
at Park Royal, 26 

Watford power station 


Africa, Electric, 


extension, 


Welded steam plant, 689 
Welding, Electric arc, 969 
Welding pressure vessels, 
Young, 134 
Welding strains, Residual, 
Lance Martin, 624 
Welsh Industries Fair, 665 ; 
West Ham, Electric service vehicles 
at, 108; 10,000th cooker at, 370 
West Midlands Joint Electricity 
Authority luncheon, 740 
Westinghouse Electric International 
Co.’s notebook, 370 
What electricity might do, by Caro- 
line Haslett, 292 
Secretaries’ 


by R. C. 
by H. E. 


Whitley Council meet- 
ing, 51 
Wholesale Fittings Co.’s new pre- 

mises, 
Wide-strip mills, 
ment for, by W. FE. 
Winding barrel, Large, 66 


Electrical equip- 
Taylor, 614 


Window displays, 26, 336, 440, 666, 
809, 935 

Window- -dressing competition, Daily 
Mail, 440, 477, 971 

Winston Hotel installation, New, 544 

Wire production in Palestine, Kiee. 
tric, 513 

Wires, Gauging fine, 126 

Wireless equipment, Ships’, by 
Cmmdr. F. G. Loring, W. i. Me- 
Pherson, and W. H. McAllister, 


corrosion of, 
at Torquay, 
for ——— 


3 

Wiring, Electrolytic 
147; Assisted 
178; Internal mains 
large buildings, 622 

Wiring regulations and registration, 
Compulsory, 1382 

Wirral electrification contracts, 108 

Woking window display, 26 

Works and offices, Electric lighting 
for, 901 

World Power Conference, 679 

Worm gearing, B.S.S. for, 477 

Worthing showrooms, 703 


electron-diffraction 
Value 


-RAY and 
methods of examination, 


New, 214, 


» 65 
X-ray equipment works, 
9: 


X-rays and cinematography, 70 


ARROW 
1936, 23 
Yeovil, Diesel-driven 
at, 


Zinc and corrosion, 704 


and Co.’s progress in 


power plants 


Yrinted i Great Britain ty THE CORNWALL Press Lrp.. Paris Garden, Stamford Street. London. S.K.1, and published by ELecrricaL Review, LIMITED, at 
Dorset House, Stamford Street, London, 1. 


‘ 
* 
= 
AZ 
Z 
2 
3 
; 
ne 
> 
a 
4 
4 
3 
7 
ae 
BY 
* 


440, 666, 
n, Deily 


New, 544 
ne, Eiec- 


sion of, 
Torquay, 
r —— 


istration, 
acts, 108 
lighting 

477 

iffraction 
1, Value 
lew, 214, 
70 

gress in 


r plants 


